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CEILING 
COLOR PAGE 

The light cream color of this 
page is the best color to use on 
the ceiling of rooms lighted with 
X' Ray indirect lighting. This color 
insures highly efficient results; it is 
a pleasing tone bv day as well 
as by night. 

The walls may be finished in 
any medium tone as desired. Be 
sure that ceiling is in a matte finish. 

NATIONAL X-RAY 
REFLECTOR COMPANY 

CHICAGO, ILLINOIS 
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Divided Into Six Sections 

LUMINOUS FIXTURES 
METAL FIXTURES 
COMPONE FIXTUKES 
CURTIS LAMPS 
PEDESTAL LIGHTING 
BANK DESK LIGHTING 
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TRADE MARK. 




Trade Mark registered 
U. S. Patent Office 

PATENTS 



The products shown in this catalog are covered by U. S. Letters Patent shown 
below. Infringers will be prosecuted. Other patents pending. Foreign Patents 
granted and pending. 
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Before Ordering — Read This 

Lighting requirements are radically different for various elasses of work 
and conditions. We can guarantee results only when fixtures are ordered and 
installed according to instructions given by our engineering department. 
The services of this department are at your disposal for the asking, without 
expense to you. Do not simply send in orders for certain fixtures without 
o ther information as to the installation and trust to luck for success. Please 
be sure you are right before going ahead, as it will be more satisfactory to 
vou and to us. 

1. Always give size and height of room and color of ceiling and side 
walls for each interior in question, 

2. Give catalog number of fixture. 

3. State finish desired (see page 28), otherwise metal fixtures will be 
furnished in standard finish specified under each fixture. 

The finish on compone fixtures must always be specified, (See page 44.) 

4. Fixtures are always furnished with keyless sockets unless otherwise 
specified. Pull or key sockets can in many cases be furnished when desired 
at slight extra cost, 

5. Insulating joints for 3/g-inch g as P*P e are always supplied unless 
otherwise specified. 

6. Dimensions given on catalog pages are extreme outside measure- 
ments, 

7. Prices include fixtures complete (except lamps) in standard finishes. 

Prices 

The prices listed in this catalog are F. O, B, Chicago and supersede all 
previous quotations, subject to change without notice. ^ 

Claims 

All goods are inspected and packed by experienced packers and no claim 
for breakage in transit will be allowed. Goods are delivered to the trans- 
portation company in good condition. Any claim for breakage must be 
made to the transportation company. 

We will not recognize any charge nor will we allow any credit for goods 
returned if original shipment is made according to purchaser's order and 
instructions, 
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X-Ray Reflectors for Mazda "C" Lamps 

The New "E* C. Series" for indirect lighting 



THE new Mazda "G" gas-filled lamps 
(nitrogen lamps) have made possible 
more and better lighting for less cost. 
They have put X-Ray Lighting 
within reach of everyone. However, 
the introduction of these lamps presents 
new problems to be solved by the 
lighting engineer and designer. Their 
increased efficiency is accompanied by 



much higher temperatures; the intrinsic 
brilliancy of the lamps is many times 
that of the old style lamps; and the 
construction and method of mounting 
the lamp filament is such that we have 
almost afpoint source of light. All of 
these things combined required the 
design and development of new reflectors. 
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The new E. C. series of Eye Com- 
fort reflectors is designed especially for 
these lamps. The contours of the re- 
lit (tors are such as to broadly distribute 
the Ught over the ceiling in a uniform 
and agreeable manner, and at the same 
time secure greatest efficiency of light 
utilization. 



They are made more broadly distrib- 
uting than any indirect lighting re- 
flectors we have produced before. This 
is vers desirable because the increased 

efficiency of gas-filled lamps makes pos- 
sible lighting larger areas than formerly 

h\ means of single unit fixtures. 



Tin y are made with a high tempera- 
ture backing which successfully resists 
the temperatures developed by the 

lamps. The dual system of < oarse 
radial and line spiral corrugations, breaks 
up and disperses the light to entirely 
eliminate streaks and striatums on t lie 

ceiling. Were these reflectors construct- 
ed wilhout the specially designed cor- 



rugations, the illumination on the ceil- 
ing would present a very spotted and 
streaked appearance. 



The luminous bowl type of reflectors 
is equipped with opal glass difl'users 
designed to transmit and redistiibute a 
small percentage (about 7.5' ( J of the 
light which is utilized in moderately 
lighting the outer glass howl. 



The small size Ma/da "C gas- 
filled lamps (75, LOO and 150 watts' ma\ 

be burned in any position, and often il 
is desirable to use them in the horizontal 
position, particularly for residence light- 
ing fixtures. Tor this use the \-l\A\ 
K-(i(), and KC-71 reflectors are especially 

designed. These reflectors are built as 

small in size as is consistent with good 
design and therefore may he accommo- 
dated in ver> small and shallow bowls. 
They are intended to be used chiefly 
with multiple unit fixtures, and as they 
are used mostly for low ceiling heights, 
are designed broadly distributing. 




The Electrolier 



Pull Switch 



It i> designed for indirect lighting fixtures 
where there is no v\all switch in the room or 
where it is desired to turn mi the lumps in the 

liowl, one at a time. This renders it especially 

valuable in connection with residence lighting. 
The switch is inside of the howl and is operated 



bv polling the cord hanging from the underside 
of the howl, as illustrated. 

Onl> fixtures containing two or more lamp** 

can be equipped with this t > pe of switch. An 
additional charts v\ill he made when lixtures are 
so equipped. 



Pri< • 
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Correct Relation of Lamps to Reflectors 




Heflwctor 

No. 



EC12 
KC12 



EC345 
KC751 



For Tip-Down I si* in Oj>aque Bowls 



rype C Lamp 



100 or 150 



200 



,i 10. 400 or 500 



750 or 1000 



12 
16 



Disiance in Inches 



H 



I) 



y. J 2 m i% m 



■»4 -ih, 1% 4h 



iH hy % 



"M 2% 7H 



Cat. Loiter 
— Denoting 
E Hefledor 



« 4 4 



4 • 



• • • 



M 

K 




EC1 I 
K< 1 I 



For Tip-Dow n I >«• in Luminous Bonis 



1 00 or 1 50 
200 



KC75H 



300, 400 or 5(Xi 



750 or I U()i i 



16 



&x i%, 3? h 



9H m m *h 

12 QH~ V/ % 5h 



w m 7H s 



K 




BCIS 

i :< i s 



VA .344 
M 75J 



For Tip- 1 p L M . in Opaque Howls 



100 or 150 
200 



y'2 4^ i^ 7 

•'a *H, \% 7%. 



300, 400 or 500 
750 or J (MM) 



12 
1« 



5« 1 ^ 8ft 
6% 2Ji lift 



J 



L 




* <»r MoriAonlal liurniiife in Opaque and Luminou 

How Ik 



M 71 
K I S5 



75 



b% 5 



100 or 150 



I 

3ft 



7ft 7% 3 ; H 



5 



• - 



Not* — The I «*Hrr u«m| 
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o 



50 



I-- ceiling sprcm) — — i 


1 








LENGTH Of i>USPLN5lON 









CEILING SPREAD IN 



FEE" 



i i — — 



40 



Char I In determine distance from lop of fixture howl lo ceiling 



Extra Lengthening 



For the larger fixtures illustrated in 
this catalog we are prepared to furnish at 
the stated prices chain up to the lengths 
specified as follows: 

For longer suspensions an extra charge 
application. 



Diameter of 
Bowl 

30 to 36 inches 
36 to 44 inches 



Distance from top 
of Bowl to Ceiling 

60 inches 
72 inches 



will be made. Prices furnished upon 




Lowering Device for Large Fixtures 

When fixtures are hung from high ceilings where access with a ladder for clean 
ing is impractical, arrangements must be made for lowering the fixtures. 

The following equipment is recommended: 

Catalog 

TVo. Description Price hack 

10195 Worm Gear Winch, lifts 500 lbs $15.00 Net 

10196 Worm Gear Winch, lifts 750 lbs 19. 50 Net 

10167 Special Hook for Canopy 80 Net 

3^-inch Wire Cable 11c per foot Net 
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The Luminous Bowl Principle 



Luminous Bowl X-Ray Fixtures are 
truly indirect and are not to be con- 
fused with the so-called "semi-indirect." 
Just as in the opaque indirect fix- 
tures of metal and compose each lamp 




/REFieCTOE HOLDER 




11VER&D GLASS 

iEFLECTOR 
LAMP FOIL 
LLUMINATING GLA55 BOWL 
GLASS BOWL. 



Fig. 1 



is equipped with an opaque X-Ray 
Reflector for the purpose of directing 
all the light ra\ s against the ceiling at the 
correct angle, thus insuring perfect indir- 
eel illumination. When several lamps and 
reflectors are used in the bowl provision 
is marh for a small lamp the only function 
of which is to illuminate very softly the 
glass bowl or panels in the fixture. When 
but one lamp and reflector are used a 
piece of translucent white glass is set 
into a hole in the bottom of the reflector 
as in Fig. 2 permitting a small percent 
of the light to pass through and evenly 
hght the bowl without any spots of light 
and shade. 



With this method the bowl is not 
glary, nor harsh, nor obtrusive no matter 
how bright the lamp may be. Its faint 
glow casts no objectionable shadows. 
It does not ruin the beautiful indirect 




METAL MM 



5ILVEHED GLASS 
SEfLECTOft. 

OPAL GLASS 
DIFFUSED. 



GLASS &OWL. 



Fig. 2 



illumination which is so essentially an 
illumination from concealed sources. In 
short, luminous bowl X-Ray fixtures 
possess artistically lighted bowls and 
do not sacrifice the indirect effect or- 
iginally sought. 
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No. 1222 DvHttzn lira 
!>ihiim ter 16>$ uichm l^pth m m«*Ki» 

hl-iiu-li Molded \Nhit* UIh^ Howl 
Shindartl Fioinli: hru*tn» I Hr« 

C<it<il<> i W of Typs 

jW lAWl)>s W 

1 1222 V 2 




12221 I 



J Q 

1 MO nr l ."»M 



hint' It 
59.25 

5ojm> 



No. 3863 Design — Compooi- 

[>MUMtai 22 inch** Dt-pfh J J m. 

(Uithtnirii WKiti* (vIusa I'n »#•!>« in Si«l»*s un<l 

Bottom 

( ntnlmj No. o/ Tvpe? Size in /Vio 
/Vo. M C" /laropj W r a//J £M 

:W63I> 3 loo or i:,o *| u <mi 

I ><.nin*ti*r luebra Drpth J i in. h 

38321. 2 300, 400 «»r ~><M> *2lh\50 
3833L 3 300, 400 or 501) 230.00 

The above fixtures can be equipped 
with X-Kay He Hector*, for ilireet lurht 

i r i lt Priees ujM>n ctf>(>h« it i« »n 



No. 4232 Biftijcit — Hr.«i 

Pium#»tfM- l» l J ineh^* l>»-|»Ui I - imnm 

Miiitduril KifiMli KnOqiH ( ioIH 



Cain h */ l\o. 

No. "<T 
t 1232 v 

123211 



of Typr Size in 
I simps R ////.? 



3 
•> 



75 

10TI or 150 



f'rifr 
Ear h 

*«#3.00 

97.25 
91.00 




liiM^lit^ 



r 



1 1 




12\2 l>.-i u .,-Con.,KMi« 

D,,,ti, 10 ,„« »,.., 

' V, of Type Size m 

12 12 \ < -- . 

J2 «- Jl > - l'K. (ir l50 59.00 
iw,„ [.,„!, n 



/V /V r 
ICach 



415 1 1 » 



2 

4 
■> 



75 
75 

100 or 150 
100 or 15o 



>«0.0o 
88.5(» 
fll.oo 

•XI Vl 



I- 



I.' 



No. 26 It |), .*i Kn — Compone 

l-athedntl v\hite Glaus J'micUt 

' W of Type Size in 

w ' li «//«■ 




3 

2M6II (i 

>2M3K 

Diameter 42 in<-tiea 



33o»i> 

5330.! I 

13061- 
1303 l . 

§330 U 



100 or 150 >| ;;6.50 
100 or 150 150.75 
200 UKAW 

I ><|»l ll 1 > Ml. ll.-. 

100 or 150 *203.00 
200 190.25 

. 0rtrt 200 206.00 
* ;<»0, 400 or 500 222.511 
«; '-'M). 400 or 500 257.00 

3 750 or 1000 236.00 



0 

o 



l)iam..|,.r lljm.l,,.. Depth 8 iik-Im-s 

' .nili.-<lriil U hilc <ili,>H I'an. U 

C'«/<//o<, yVo. «/■ 7> 7 >r ,sva? ,„ /> r „, 

2 7f) »W.30 

26.i2l) 2 ion or 150 85.50 

Dimn. l. r J.i i,„ I,,.. I ., 




t2662 \ 
t266*\ 

2062 1 > 

266 1 1 > 



-J 7. r ) 

4 75 

2 100 or 150 
1 100 or 150 

4-Ilfxl Stit*|K*rt*iion 



* J 00.50 
109.00 
101.50 
1 1 1 .00 




"" ** '" r " I • <l-l ■ >;;,{,.,„ ..rS|Hvi»l mark- M I 
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No, 2133 Design— B I 

Diameter 10 inches Depth 7 inches 

18-inch Ktched White Glass Bowl 
Standard Finish: Brushed Nickel 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

|2133A 3 75 $105.50 



No, 3743 Design — Brass 

Diameter 1S}4 inches Depth 10 inches 

lS-inch Etched Li^ht Brown Finished Glass 

Bowl 

Standard Finish: Natural Bronze 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

|37 42 \ 3 75 $130.00 

3713D 3 100 or 150 131,50 



No, 2842 Design— Silk 

Diameter 17 inches Depth 14 inches 

Standard Finish: Gold Bronze Canopy and 
Old Gold Silk Bowl, Stem and Tassel 



Catalog No. of Tvpe Size in 
No. "C" Lamps W alts 

2842A 2 75 
2813A 3 75 
281 2D 2 100 or 150 



Pr ice 
Each 

$101.00 
105.25 
102.00 



Silk Bowl, Stem and Tassel can be furnished 
to match Room Decorations. 




See page 28 for finishes and explanation of Special mark (t) 
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No. 1262 Design 

Dimnrier 22 inches 



in pone 

• a • ir-«-,. . . Depth U inches 
16-mch Ribh«d Glass Bowl 

CatoltMj No. at Type Size in 

Lamps 



No. 
I262A 



H264A 
42621) 
126 11) 



2 
4 



Wo//* 

75 
75 

100 or 150 
MX) or 150 



Price 
Each 



-78.0(1 

86.50 

79.00 
88.50 



No. 2823 Design 

Diameter 30 inches 



€ompone 

c .u j i ™ . Depth 11 inches 
Cathedral White Glass Panels 

' alalof/ No. of Type Size in 
No. "C" Lamps Wails 

28231) 3 

2826D 6 
:2823F 3 

Diameter 42 inch.-* 



I 

00 



S I273F 

I276F 

JI273L 
5I276L 



Price 
Eact 
100 or 150 $127 
100 or 150 141.25 
200 128.50 

Depth 18 inchri 

3 200 
6 200 

3 300, 400 or 500 212.25 
6 300, 400 or 500 246.75 

0-RoH Suspension 



180.00 

195.75 



No. 3453 l)esi»ii — (iumpunc 

Diameter 20 inches Depth 9 inches 

Cathedral White Glass Panels 

' aialog No. of Type Size in Price 
No. "C" Umps Watts 

3 75 
3 100 or 150 

3-Knd Suspension 



T3453A 
3453D 



Each 

$ 98.50 
100.00 




See puKe I t (,„ HnM.^ .,,„j explanation of Special marks t i 
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No. 1282 Design— Braes 



Diiuiii-t^r l^H inches 



Depth 10 inches 



Standard Finish: Brushed Brass 



( 'oiatog No. of Type Size in 
No. "Clamps Watts 

t4282A J 75 
f4283A 3 75 
42821) J 100 or 150 



Price 

Each 

866.00 

70.25 
67.00 



iNo. 3543 Design— Brass 

Diameter 18 inches Depth 1U inches 

H-inch Etched 1 Il'Li ISrown Finished <il:i>s 

Bowl 

Standard Finish: Nnlural Bron/<; 

Catalog No. of T vpe Size in Price 
No. "C" [Minps Walts Ewrh 

I3543A 3 75 $97.50 

3543D 3 100 or 150 ».00 

3-Kod Suspension 



No. 2161 Design — Bras?* 

Diameter 12 inches Depth 10 inche* 

i Ox 12-inch Etched Florentine 
Finished Glass Bowl 

Standard Finish; Gold Bronze with Old Gold 

Silk Stem and Tassel 

(Utlaloq \(t. of Type Size in Prir> 

Xo. "C M Lamps Watts Each 

2L61V 1 100 or 150 966.00 

2161W 1 200 66.INI 

Silk covered Stem and Tassel can I • 
furnish.Nl to match room dt* orations. 






See pa*e 2S for finishes and explanation of Speein! mark i t ' 
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Diameter 21 inch*, Depth 11 i„, hes IV • , , 7 ,rM ' !,, — Com P<>™ No. 1413 Design-* :.hu,m„,o 

16-ioch Hibhed (i|. t -. ll,nch< * Diameter 31 inch*: rw.i. ,c ... . - K 

Price 
A'or// 



Co/a/off Afo. of Type Size in 

No. "C" Latiins H alts, 



203 1W 

203 1 K 



lMt»f>.< \\ nth 

1 2(K) 

1 300, 400 or 500 

1 750 or KMX) 



s82.00 
87.50 
9 3. 00 



Diameter 34 inches Depth 10 inches 

• cathedral While (Jhiss Panels 

Caialog No. of Type .Size in Price 
No. "C" Lamps Walls 



1 131D 

I 135 D 

1-136D 
§113 IF 

51«5F 
? I I36F 
I 131 F 



I 

5 

6 
4 

- 

6 
1 



100 or 150 
100 or 150 
1i M) or 150 

200 

200 

200 
750 or 1000 



Ear I 

s 1 32.00 
136 
1 11 

131.00 
139.2 
111 
131. 00 



(V lAimps Waifs 



">0 
0 

5 
>o 



diameter 24 in. Ii.-s I).-,»th <>l?, inches 

Cathedral While Glass Panels 

Catalog No. of Type Size in Price 

* " Each 

192.00 
96.25 
100.50 
93.50 
98.25 
92. 



No. 

turn 
tin i v 

flllSA 
11131) 




I II I \f 



3 

4 

5 

:i 

4 
1 



i .) 

75 
75 

100 or ISO 
100 or 150 
300. 400 or 500 



4-< :h.iin Sijsppri^ioii 



s " \>W 14 for linishe* and explanation of Sjhm ial mark* ff * }) 
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No. 3262 Design— Brass 



No. 4292 Design— Brass 

Diameter 15M inches Depth 9 inches 

14-inch Moulded White Glass Bowl 

Standard Finish: 



Catalog No. of Type Size in 
No. "C" Lamps Waits 

f4292A 2 75 
4292D 2 100 or 150 

*4191W 1 200 
*4191M 1 300, 400 or 500 



Pr ice 
Each 

$48.50 
52.75 
47.00 
53 .00 



No. 3533 Design— Brass 

Diameter IS% inches Depth 10 inches 

18-inch Etched Light Brown Finished Glass 

Bowl 

Standard Finish: Natural Bronze 

Catalog No. of Type Size in Price 
No. "C" Lamps Walts Each 



f3533A 
3533D 



3 
3 



75 

100 or 150 



$115.50 
117.00 



Diameter 16H inches • Depth 6H inches 

16-inch White Glass Bowl 
Standard Finish: Brushed Brass 

Catalog No. of Type Size in Price 
No. "G" Lamps Walls 



t3262A 
f3263A 
3262D 



2 
3 
2 



75 



75 

100 or 150 



Each 
$61.75 
66.00 
62.75 




See page 28 for finishes and explanation of Special marks (t 
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No. 3192 Design 

Diameter 16^ inches Depth 6H inches 

16-mch White Glass Bow! 
Standard Finish: Brushed Brass 

Catalog No. of Type Size in 
No. "C" Lamps Walls 
I3192A 2 7R 
I3193A 3 7? 

2 100 or 150 



J— m,,ii,,,,m„„„ l „ l „„ l «^ I immm mmmmm mmmmm mmmmmi 

^ Depth i-u-hes D ia , ne te r % ^^Tl : . ~ 3553 D-^-Brass 



Price 
Each 

$61,75 
66.00 
62 



4302 Desigi 

Diameter lfi inches Depth 10 inches 

W-rttt* Moulded White Glass Bowl 

Standard Finish: 

Catalog No. of Type Size in 
No. C Lamps Waifs 
t 1302 A 2 7* 

mm 2 100 or 150 

4-Chain Suspension 



Price 
Each 

#78.00 
82.25 
79.00 



Desig 

Diaraeter 18^ inches Depth 10 inches 

18-inch White Glass Bowl 
Standard Finish: Brushed Brass 

Catalog No, of Type Size in Price 

No. "C" lamps Walls 
4553 A 3 75 
3553D 3 100orl»0 



Each 
$73.00 

74.50 




See 



WW 38 lot fimenes and e*|.h.„«tion of Special mark (t) 
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No. 1752 Design-Brass N«. 3563 Design-Bras* No. 3631 Design-Bras* 



Di a meter 16 H inches Depth 6H inches 

16-inch White Glass Bowl 
Standard Finish: Brushed Brass 



Catalog No. of Type Size in 
No. • •C" Lamps Watts 

U752A 2 75 
I1753A 3 75 
1752D 2 100 or 150 

Glass Bowl can he furnished with Bibfl 
delicately colored on inside in hlue or pink at 
au.addition of $2.00. 



Price 
Each 

$52.00 
56.25 
53.00 



Diameter I8J£ inches Depth 10 inches 

18-iuch White Glass Bowl 
Standard Finish: Brushed Brass 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

faSfiSA 3 75 $73.00 

3563D ^ 100 or 150 71.50 



Diameter 14 inches Depth 7Js iiii-h** 

10-inch Hihbed Glass Bowl 
Standard Finish: Brushed Brass 

Catalog No. of Type Size in 
No. * 4t C" iMmps Watts 

3631V 1 100 or 150 

5631 W 1 200 



Price 

Each 

$35.25 

35,25 




See page 2S fur finishes ami explanation of Sperial mark it 
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i 



Dj »«■ 2461 O-^J 

St»ud„d Finish: ]i, usned 





d Glass Bowl T* 1 ** 12 ,n ^es , . . No. 4311 De fi i,n-P„^ 



/£ % T yP e Size in 

C Lamps Walls 



246 1\ 
2461 M 



1 
1 



100 or 150 
200 



Price 
Each 

$30.75 
30.75 



3611 De S ig„_Bra,s 

D.a me ter 12 inches n .? , 

10x1 2-inch Etched Pi P 10 inches 

r>i ^ ,or entine Finish,^ 
Glass Bowl r,D,s ned 

Sti l D r dard Fi «i*h: Brushed Brass 

Type Si* in * Price 
J 100 or 150 



3611V 
361 1\* 



200 



Each 

$38.50 
38.50 



No. 4311 De S ig„-B rass 

10x12 -,nch Moulded || W * Glass Bow. 
Standard Finish: Brushed B rass 

4311 V i W 0//V «3 

4311 W J 10 °on r n 150 * 21 <*> 

1 200 21 Ud 

No 4321 De 8 ig„-s,eel 
4321V i F,n,8h: §ark Bron " 

4321W 1 10O ./nn 150 $19 - 50 

1 200 19.50 




See page 28 for Gnishes 
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No. 3181 Design— Steel 

Diameter 12 inches Depth 6% inches 

10* 12-inch Opa! Glass Bowl 
Standard Finish: Dark Bronze 

Catalog No. of Type Size in Price 

No. "C" Lamps Watts Each 

3181V 1 100 or 150 $19.50 

3181W 1 200 19.50 

Diameter 10 inches Depth 8 inches 

12xlG-inch Opal Glass Bowl 

3811M 1 300, 400 or 500 $35.25 



llllllflllllllllllf lllllllllllllllltllllllllf ttllllllllllllllll tlltll 



Steel 



No. 1851 Design- 
Diameter 16M inches Depth 3 inches 

12-inch Ribbed Glass Bowl 
Standard Finish: Dark. Gold Bronze 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

2311W 1 200 $34.25 

2311M 1 300, 400 or 500 39.75 

Diameter 18M inches Depth 9 inches 

14-inch Ribbed.Glass Bowl 

1851M 1 300, 400 or 500 ^75 
1851W 1 200 38.25 

Diameter 20 inches Depth io inches 

16-inch Ribbed Glass Bowl 

1891M 1 300, 400 or 500 $53.00 
1»oie 1 750 or 1000 58.50 



Steel 



Diameter 14 inches Depth 7)4 inches 



No. 2191 Design 

Dept 

10-inch Ribbed Glass Bowl 
Standard Finish: Dark Gold Bronze 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

2191V 1 100 or 150 $23.00 

2191W 1 200 23.00 

No. 2811 Design— Brass 

' Standard Finish: Brushed Brass 



28UV 
281 1 W 



1 
1 



100 or 150 
200 



$25.00 
25.00 




See Page 28 for finishes 
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£lA35 Bowt 
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12-inch J ' ""<'« 

M..n.l»rd Kun-h burk Hr„„U 

Price 

Each 

*2b.5<) 
26.5(1 



I/: '"!' r h*. K J?" ■ De8 ^^ieel No. 4331 Des 



' JJb; IVpe Sue in 
A " C" iMmpit Wall* 



200 



3121 \ J 

:tl2iu i 

!»i«tiwl«-r 16 i>.< he* i w „ c . ^ 

"">•>, liil.!..,, ,H«H | ! 

3,«1M I 300, 400 or 500 $35.25 

••'">• and dirt from K,.., "L k<,e P 8 u » 

►I— howl ,1... ,„. id( , of 



/V/cr 




No. 3571 Design-Steel 

Diameter 16}* inehea IDemh k ■ i 

12-irwh M,l l i r-i *f£ e P ln o Inches 
Standard F.niah: Dark Br,„ li!e 

' '>00 

1 300. 400 or 500 

,- ftlw . Ri^d (;, as8 r !; ( , ;; l 1 ' ! ' »«•»••* 

3581 M i mo ° -, U1 * M, -"3 

1 * u '->. 400 or o00 46 2 ^ 

D..mel*r 20 inches Denth ln . 

P.-ineh Ribbed Gla,??*;, 10 

35? K ! or .500 $55.50 

'50 or 1000 61.00 



•llflllf liff f If llllllllllf 

Design— Steel 

Diameter 16 inches r» .i n • ■ 

J ^inch Mo^ed White fSSV^ 
Standard Finish: Dark Bronze 

< ^>lo<, of Type &w in Pricc 

C Lamps Watts Each I 

«3 1M i 300, 400 or 500 $36.25 

a J D u e n A K .!l? y / 0 ' 1 ^ lor l l he,d in Portion by 





p£j^ 28 for imihUe 
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2442 Design- 

'-ter lf\ iadbm 

Standard Finish: Green, M 

1> < »ry 

< (Uatog No. of Type Six in 
I\o. "C" iMmps Waifs 
t2U2A 2 7*. 
2M:u 3 75 
2H2D 2 100 or 150 



C" ssrs P ' 1 

Hepth 7 inches Di.m-»_ ie B wicker No 862 Design— Wicker 



Price 
Eaci, 

$48. 0U 
52.25 



Above fixture lined wiih rv.i. 
-anted lined with s,U dd «.4 0ne 



49.00 
If 



lllllllllllll 





No. 3802 Design-Wicker 

Diameter IS inches 
Standard Finish: Green, 

Ivory 

2 75 

3 75 
1 100 or 150 
3 100 or 150 



No. 
t3802A 

f3803 \ 

3802D 
3803D 

^ bove 



Depth 12 inches 

Mahogany or Old 



Price 
Each 



s 1-8.75 

53.00 
49.75 

54.50 




StaSn i?C K he8 ,n Depth 6 inches 

standard Fin.sh: Green. Mahogany or Old 

Ivory 

C % a J° 9 ®? Price 

t2052A 2 75 $35 75 

Diamcier 184* inches Depth 7 inches 

S 2 100 or 150 39.50 
863D 3 100 or 150 44.25 

Diameter 23 inches Depth 9 inches 

100 or 150 $51.00 
100 or 150 55.75 
100 or 150 60.50 

w£f%v Dx , iur ^t ,i . ned with Cretonne. If 
"anted lined with silk, add $2.00. 




87c 

874D 
875D 



3 
4 

5 
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No. 4341 Design — Brass 

Diameter 12 inches Depth 6!4 inches 

10xl2-iach Moulded White Glass Bowl 
Standard Finish: Brushed Brass 

Catalog No. of Type Size in Price 

No. ^ "C" Lamps Watts Each 

4341V 1 100 or 150 $16,00 

4341W 1 200 16.00 

No. 4351 Design — Steel 

Standard Finish: Dark Bronze 

4351V 1 100 or 150 $14.50 

4351W 1 200 14.00 



No. 3621 Design — Steel 

Glass Bowl, Reflector, Rim and Supporting 

Arms only 

Diameter 12 inches Depth inches 

10xl2-inch Opal Glass Bowl 
Standard Finish: Dark Bronze 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

3621V 1 100 or 150 $14.50 
3621 W 1 200 14.50 

No. 4361 Design — Brass 

Standard Finish: Brushed Brass 

4361V 1 100 or 150 $15.50 

1361 W 1 200 15.50 



No. 2681 Design— Steel 

Glass Bowl, Reflector, Rim and Supporting 

Arms only 

Diameter 14 inches Depth 7 inches 

10-inch Ribbed Glass Bowl 
Standard Finish: Dark Gold Bronze 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

2681V 1 100 or 150 $17.25 
2681W 1 200 17.25 

No. 2691 Design— Brass 

Standard Finish: Brushed Brass 

26*) IV 1 100 or 150 $19.25 

2691 \\ 1 200 19.25 



IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIH 

See page 2S for finishes PaK#f 2 "* 
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This beautiful hand chased bronze indirect rwtaku ~ i r i 

Setts s^sr* W-X k 3c 





METAL FIXTURES 



SECTION TWO 
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Let the l.ghting fixtures be of a design and finish to har- 
monize with the architecture and decorations of the building 
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Metal Finishes 



Finishes That May Be Applied On Any 

Brass Fixture 

Finish Description 
No. 

2 Brushed Brass. 

The standard finish for brass fixtures listed 
in our catalog is brushed brass unless otherwise 
specified. 

Add 10% over brushed brass price for any of 
the following finishes: 



4 

13 

17 

18 

19 

20 
21 

22 
26 
27 
32 
39 



Antique Brass. 

Dark Monumental Bronze. 
Polished Nickel. 
Satin Nickel. 
Oxidized Nickel. 
Bauer Barff. 

Light Monumental Bronze. 
Brushed Copper. 
Verde Antique. 
Black Nickel. 
Brushed Nickel. 
Natural Bronze. 

Add 20% over brushed brass price for any 
of the following finishes: 

29 
35 
38 



Oxidized Silver. 
Butlers Silver. 
Antique Gold. 



Standard Finishes (One-tone) Washable, 
That May Be Applied On Any Steel Fixture 



Finish 


Description 


No. 




28 


Flat White. 


33 


Cream . 


37 


Light Cream. 


41 


Battleship Gray. 


A 


Dark Gold Bronze. 


H 


Silver Bronze. 


M 


Brushed Brass Bronze. 


T 


Dark Bronze. 



Add 10% over standard finish price for any 
of the following (two-tone) finishes: 



27-15 
27-32 
A15 
A22 
H22 

P15 
T42 



Medium Old Ivory. 
Dark Old Ivory. 
Medium Gold Bronze. 
Antique Gold Bronze. 
Antique Silver Bronze. 
Boman Gold Bronze. 
Statuary Bronze. 



Any standard finish for steel fixtures may be 
applied to brass fixtures at an addition of 5% 
to brushed brass price. 



applicatf 1 " niShed * Pr ° d " Ced l ° ha ™ ™* WW*-* eo.o r schemes. 



Price upon 



Explanation of Special Marks on Catalog Pages 

Specify on order if 40, 50 or 60 watt tvnp *t 

;;B'Mamps are to be used in fixtures listed for 75 addirionT ^V* ^ SUSpended °" an 
Watt Type «C" Lamps, as special reflector hold- ^ CaD ° Py - N <* sh *™ " 

ers are required. '"usirauon. 

§Lamps must be ordered "Special" for tip 
up Burning. F 




1 
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Brass 



No. 4052 Design- 
Diameter 17 inches Depth 8 inches 
Standard Finish: Antique Gold 



Calnloy No. of Type Size in 
No. "C" Lamps Walls 

H052A 2 75 

f4053A 3 75 

t*054A 4 75 
4052D 2 100 or 150 
4053D 3 100 or 150 



Price 
Each 

$83.00 
87.25 
91.50 
84.00 
88.75 



No. 3723 Design— Bras 

Diameter 21 inches Depth 8 

Standard Finish: Natural Bronze wit 

Castings 

Catalog No. of Type Size in 
No. "C" Lamps Watts 

f3723A 3 75 

f3724A 4 75 

3723D 3 100 or 150 

3724D 4 100 or 150 



Ys inches 
h Shaded 

Price 
Each 

$123.00 
127.25 
124.50 
129.25 



No. 2753 Design — Brass 

Diameter 20 inches Depth 9 inches 

Standard Finish: Antique Nickel 



Catalog No. of Type Size in 
No. "C" Lamps Walts 

f2753A 3 75 

|2754A 4 75 

2753D 3 1 00 or 1 50 

2754D 4 100 or 150 



Price 
Each 

$118.25 
122.50 

119.75 
124.50 




See page 28 for finishes and explanation of Special Mark (t) 









fiiimmmii 



limn 




27B2 Design — Brass 



hi ....Hrr 17 mrh S i s Det>th 5Ii. M h.s 

^i.ui.l-irfl f-jmsli: Hrushod N i< k<*T 



^i-jgiHiiMiijiira , , mlmmm 

■*tt. .»o-*,j i^esign — Steel x . >...,,. • •> 

Depth 5li„ches Diameter 20 Utdmm n. nlK su • . . M13 Design— Brass 

m cI Nickel ".. i ... ■ ..... L ^ V ep . lh 6l A luchea I) am.-UM- l«L* fi—l— ^ - . 



Catalog No. of Type Size in 
No. V /.omp, IVo///r 

•> 



2782 A 
278.1 \ 

WMA 
2782D 



to 

75 
75 

100 or 150 
100 or 150 



Price 

Each 
,50 




K9.75 

MAO 

K6.50 
•M.25 



3693 Desig 

Standard Finish: Dark Kronen 

Catalog No. of Type Size in price 

No. "C" Ijimpg Walls Eadi 

* A 4 75 5-1 2 j 

3M3IJ 3 100 or 150 Slioil 

Wm,) 4 100 or 150 56.25 



No. 3313 Design — Brass 

Diameter 18H inches Depth 0 i„< 

Standard l-iniah: Antique Brass 

Oital,,;, No. of Type Sue in Price 
No. -(r Ijamps Walls Earl, 

3 75 $73. Of I 

4 75 77.25 
3 100 or 150 74.50 
-* 100 or 150 79.25 



t3313A 
*33 1 l\ 
33 1 3D 
33 III) 





II r..r H„i,|,^ ,,„, ,. M ,| ;)nil(joM „( s mufk , 







■■•■■■■iiiiiiaiiiiif ■■■■•■■•■■tflflititf «fiitiiiiittiittfiiiiii«iiiiiitiiiiiif liitiiiiiiiiiiiiiiiiiaiiiiitiiiiiiiiiiiif •■■■■■■■■■■•••■■■■■■■■■■■■tif ■■■■■■■■i 



No. 1083 Design— Brass 

Diameter 20 inches Depth S inches 

Standard Finish: Light Monumental Bronze 



CntaltMf No. of Type Size in 
No. Lamps Watts 

tttm A 3 75 

t4084A 4 75 

4083D 3 100 or 150 

108 ID 4 100 or 150 



Price 
Each 

$58.50 
62.75 
60.00 
64.75 



No. 3353 Design— Brass 

Diameter lSH inches Depth S inches 

Standard Finish: Brushed Brass 

Catalog No. of Type Size in Price 
No. ' "C" /simps Watts Each 

t 3353 A 3 75 $74.00 

f3354A 4 75 78.25 

3353D 3 100 or 150 75.50 

3354D 4 100 or 150 80 



No. 3711 Design — Bru*s 

I >i. muster 14 inches Depth 12 in«ln ■• 

Standard Finish: Natural Bron/i- with 

Shaded Castings 

Calulotf Vo. of Type Size in 
No. ' ••(:" lamps Watts 

3711 J 1 100 or 150 

3711 K 1 200 



Price 
Each 

$38.50 
38.50 




Sea page 28 for finishes and explanation of Special mark (t) 
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DfaMti-r 1 7 ivh... _. H>yz Design— Brass m„ , nQQ n „! » 



No. 3232 Dfsign — Bra-- 

meter 17 inches Depth 5 indies 

Slundard Finish: Brushed Bruss 
CalnUn, No. of Tv/,r Size in 
No. "C" Uimps \\ alls 

o 



t3232A 
t3233A 

32 '> 1 V 
32321 > 
32331) 



3 



2 

3 



/ .i 

75 
75 

100 or 150 
100 or 150 



/ V ice 
Each 



-17.(10 

")1 .2.") 
•>."> . 30 

ui.oo 

52.75 



4092 

Diameter 17 inches Depth 5 inches 

Standard Finish 

Ctlnlog No. of Type Size in 

No. "C" Lamps Walts 



t4092A 
t4093A 
t4094A 
4092 D 
409 3D 



2 
3 
4 
2 
3 



75 
75 
75 

100 <»r 150 
100 or 150 



Price 
Each 

$85.50 
89.75 
94.00 
86.50 
91.2.-, 



No. 3083 Design— Brass 

Diameter 18^ inches Depth 6 inches 



Standard Finish: Antique Brass 



Catalog No. of Type Size in 
No. "C" Lamps Watts 

t3083A 3 75 

t3084A 4 75 

3082D 3 1 00 or 150 

30S4D 4 100 or 150 



Price 
Each 

$73.00 
77.25 
74.50 
79.25 



Add $5 00 if wanted equipped with Elec- 
troher Pull Switch described on Page 5. 



( 



* 




See p a(fe 2S for fishes and explanation of Special mark 
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N«*. 3162 Uenign lira** 

l>i.un»'t»«r 14 inrhr* Pt'pth i l i iut li- 

Stamiitni Finish HniMhnt Itrtisa 



•(:" Lamps Watts 



* • 



( UilaliHj 
\o. 

fS46SA 

U62I) 

*3I73A 3 

* ."lITiA 4 

3473D 3 

1 17 ID 4 



Price 
Each 

< 10.00 
M.2.1 
ll.(>0 



75 

I 00 < »r 1 V I 

l><*|iih i> ini'lift 

7") .i>l.».7.1 

75 SIMM 

100 or 150 17.2.1 

100 or 150 12.00 



No. I w:i Ik-iKii Hru 

I', iin. lir JO inch** D<*|>th «>H •> 

■M.iiul irii hittith Hru«h«-«l Mri*- 



Calalog No. of Tvp< Size in 
No. "C" Ijtimp* Walls 



1 393 \ 
1 1 394 \ 
1 39.1 1 > 

refill 



3 75 

4 75 

3 KM i or I .VI 

4 10O or l.V) 



Price 
Koch 

<11.7$ 

MI.IMI 

"17.21 
r>2.00 



KAA t'».tN) if W.inL.I r.|lll|>|M-<l ««<h Kl« 

troli«-r Tall Swiii li lif-M-nhf)! «»n I' \w 1 



N... Ill).t iK-iun - llru-« 

Ihametrr 17 iii' U-% Depth in. hm 

>i in.) ir.l f>nn«h |trtj«hmi Hran 



Catalog \o. of Tvfte Size in 
No. "C" Lamps Waits 

3 75 

2 100 or 150 

3 100 ..r I V) 



uoi\ 

U02D 

iliiih 



M- r.il Ri>|m Tubin* «n«l Si uui- 'l 



I'nrr 
Each 

*52.5tt 
19.11 

"»l »HI 

Mr, ,1 




ikT for fini*lit«* and ripl u» umn »f i «l m >rk t 
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1% l^^l 






k|iiiiiiiiiiiiriiiiiiiiiiiiiiiiiiiiiiiiiiitii|ii| llm 

| No. JU >lr«na 

I 14 iacfcei Depth 4*» if.. i„ 





A'o. "C" />am/M H a4 
l^A 2 

: -l> 2 100 fir 150 



Each 

♦40 .00 
44.2$ 
41.00 



~* Deptfc « iarlt*. 

75 $45.71 

"5 50.00 

100 or 150 47.25 
1<«U or 150 






lltllllliilliilii 




UIIt!| l |l l |l|i l | l | ll | ll||IM||(|||||||M||i|||Ii|f||fl|||B|i||iIiiifij|i|iijti||B||iif||i|jiii|i(j(|i 
No. Ill J Deei^n—Bragg 

Di^MUr 11V inch** Depth 7* Snebe* 

SUod./i Fini-h: Anlimii. it,,... 



(Catalog 

No. 
1 1 1 1 u 

II 1 1 M 



7>yx? .Size m /> riCe 

I 30f». KK.orSOf' 11.2- 



No. 2762 D( Hi K n— Steel 

I»t:»ni.-i4-r li, ,ac»i. Depth <j"^ in. he* 

b(;.r,.h,rii Finish \\ ., Kiel Whit.-, 

Cre.-im or J>nrk Gold Bronze 

Catalog No. of Type Size in Price 

No. "C" lAirnps Watts 

t2702A 2 75 
'276.1 \ 3 75 

27020 2 100 or 150 




Each 

$30.73 

35. (Ml 
31.75 




P«««2tr«r lifi.the. ai.,J m,\ Hlt uUoa of Sp«ci«d mark (t 






4M> 



i 

.9 
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No. 1073 Design— St ««1 

Diameter 10 inches Depth 6H inchea 

Standard Finish: (Washable) Flat White. 
Cream or Durk Cold llroiiio 

Catalog No. of Tvpe Size in 
No. "C" Lamp* H'a/fc 

t2362A 2 75 

1 2363 A 3 75 
2362D 2 100orl.")0 



Price 
Each 

$27.25 
3 1 . 50 
28.25 



Above howl ha* Three Chain Suspwieion. 
Diameier .*<) inches 

tl073\ 3 

1 107 1 A 4 

1073D 3 

1 07 ID 4 

Add $o.CXi if wanted equipped with Klec- 
trolier Full Switch ,1. . ribed on Pace 3. 



Depth inches 

75 f.36.00 

75 40.23 

100 or 150 37.50 

KH) t ,r 150 12.25 



No. 3111 ht»ign— Steel 

Diameter 18H inchee Deptn «J inches 

Standard Finish: (Washable) Flat While- 

Cream or Dark Brorue 

Catalog No. of Tvpe Size in 
No. "C" Lamps Watts 

311 IW 1 200 

311 IM 1 300. 400 or 500 



Price 
Each 

*29.50 
34.23 



No. 3013 Design— Sleel 

Diameter 18J4 inches Depth 

Standard Finish: (Washable) Flat 

Cream or Dark Hr.>n*e 

\'o. of Tvpe Sizr in 
"C" iMfhps Waits 



Cain tog 
.No. 

t 3013 A 
- toi \ \ 
30130 
tot ll > 
•30UW 

•3011 M 



3 75 

4 75 

3 100 or 150 

4 inOor 150 

1 200 

1 300. I'*> -,r 500 



0 inch«w 

"A hi'.- 

Price 
Each 

$35.75 

37.25 
12. «o 
30.7'. 
. ">o 




See pate 1»> for litiUhes and explanation of Special marks It*) 
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H No. 83 I>. ^iko- llr 



Co/a/' • 

A*. 

tt2\ 
1734 

:20 



\ 

c 



1*3A 3 

1*4 A 4 

fUO 3 

Ml) 4 

v <M ft' <M> ,f 




HBH 1 .1 i 

il PinUh Braabad Bi 
"/ TV/* >,.v in l>r,,r 

J *4*>i 
3 75 44.2S 

2 100 or 150 41. (Ml 

i " Um Thw < kate , i^iib 

"5 $45.75 

"5 S4MM> 

100 or 150 47 

100 or 150 S2 

Pa— i 



r. 





IIIIHIIIIIIIflillf lllllltl 



No. 4111 l>e.i K ,,— lirau 

DiaoMter 18^ jfefai D e,.tb 7* incbo. 

!"»tatidwd Finudi: Antique Braai 

Wo. C Lamp, \\ atu Each 



iiiiiiiiiiimiiiiiiiiiiiiiiiiiiiiiiuiiiiiiiiiiiiii 

No. 2762 I>« hi K n— Steel 

Diameter 10 inohea Depth 0"^ m< 

blaudard Finish ( W <iKl.»l>le) Flul While, 
« r.'i«m or Durk Gold Bronze 

C « /« tog No. of Type Size in Price 
No. "C" f M mp* Waits Each 

1 2762 A 2 75 $30.75 

-'"6*4 .', 75 33.00 

27621) 2 100 or 150 31.75 



I 




iltlarmtion of Spe» ml 



(t) 






I 






iiiitiiiiiiiilllllllliiiiiiitiiiiiiiiiiiiiitliiiiiiiiiiiiiiiii 



\„. 1071 lU«t*u ^lrr\ 

Mnn.lul |MMM 'Wa.»Ki4bJ» Hit Whit*. 
Cream u* Durk. tioM Hr..i,«« 

Catalog /Vo. o/ 7*vp# S«» in /Vm* 
JVo. ' / -imp* Watlt M*h 

> i:\b2 \ 2 75 $2125 



2.k>.' I i 



1 75 

|onorf.<> 



1 1 o: :t \ 


3 


75 


» HIT t \ 


4 


7;. 


I073II 


3 


100 or 150 


io:u> 


4 


H»u» 150 




mi r» 

it mi 




full ^•itek mm. r.l.-i ^ 




No. Illl llc*i«i» Mrrl 

iiiautoiKr t »H I— ■ ' 



:tlll« 
ill i M 



. 1 



r^tai or I * .c% 



rut 



l 



7"vp* 5u> in 






v. a< r 


vp€ Sue tn 








Vow 




n/M lladi 


Emh 


-1 ■) 




•mm 


3 


71 




.«») K»>nrM0 


31 2$ 


•Mil 1 V 


4 


75 


Mi -« 




lol ID 


•1 


I<«| «* I V) 


3:.n 






mi m 


4 


100 or 150 








•Mill VI 


1 




UP. 1 * 






•mum 


[ 1 




» > i • 'mi 




IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIHIIlllll! 






UK 




P ^ p li k Til ^ 
H«*4 HUM villi liinilM^ 




I 
I 



■I '« 




No. 

nav 

. .. ! U 

-MM 



31.2$ 



IIIMIIIIIIIIJimiH||i||||„|„„,„ m , ||||||||n||I|||||||1 

No. VU I I Wwly it — Bra** 

i Kjooriao m-s 

! S 2S.7S 




Illllllllllllllllllllll 

No. |>,m.» K ii 

V 14 .... t.o. !>,.,,, t, 

/'rice 



' V, „f Ty ltt ,\,:r in 

No. "C I suu,,* H alt* 



:«#t i f > 

;*r,\v 
:vT2\ 



I 
1 

I 
1 

2 



HJO or J.Vj 
2t*i 



75 



ImtU 

•27. 25 

27.75 

31.75 
22.75 
23.25 




100 or 150 
~00 

75 





2* ffjr 








imimiiimiimiiimitiiiiiiii 

No. 2H l)«-»ijcn llru** 

OiaiuUr 9H hu hm D*pth $H inch* 

Standard Kini%h hru-hf! Hi . 



< atnliHi \" <>> 7'v/w Sizr in 


l*nce 


:V«. 


Lamps W >ilh 


Each 


I81\ 


1 


1 (M) . >r 1 :»( > 


<\-> .25 


1B1W 


I 




15.2". 


l>l.Mltft rr I J ' 4 






21 IV 


1 


HMI ..r 150 


*l«'.7"» 


21 1 w 


1 




l l ».75 


21 IM 


1 


300 


21.50 


l>ttim«*t«*r M '| 






24IW 


1 


21 M > 


♦22 .50 






28.011 



I 
I 
I 



llb2\ 
llr»ll> 
IIMr 
MlhlU 

•llhIM 1 

PiuMMr 19 Ih 
r23M3\ 

18 V V I 

238. ill 

•2VHIW 1 

•1WIM I 

• 238 IK 1 



75 

100 or 150 

.;im. »'»' -t 100 

7.-.0 or !(»«» 



t7 »«• 

31.15 
27. 71 

;i2.so 



IIMIIMHIIIIIIIHIIIMIIIIIIIIIMIIIIUIIIIIIIIMIIIIMIIIIIII 

No. I U.2 I Mr«»l 

I »i.uift<T I I iiwlww D*pth 6 i 

>luri«lar«l Ktiii-.li ^ ..». NNhiM, 
Cream Or Hark i.«>M Bronje 

( <tt.t!<») \<> of I'vf* Size in 

75 

1 1 M t or 154) 
JIM* 
200 

300. 100 <>r 500 

75 $32 :". 



/- 

fiarA 
♦J I (*► 
19.5" 

_'tl i Hi 

J 12". 
2H.'hi 



No. 3*81 l>. .l'.i Hru. 

«m 1. 1.) ,, i Y h Baari rU Ml 

Btmb Hi«n Imhu 

~ fef JVo. of fvpr Sew m 
A rr /4mpi Via//* 

\hH\\ I H«»arl50 

UWU* 1 20i» 



Prirr 

Sari 





for Knuhn ana ,-tnl.irni of S*M m-irk* 



rmm* r 














IIIIIIIIIIIIIIIIIIIIIIIIIIIIII 



1 ,,H ' r 14 Depth 6 inches 

Standard Fioi»»i (Washable) Flat White. 
Crmm oc Dark Gold lintnt* 

Catalog No. of Type Size in 
\o. "C" Lam}' \\ alU 

1321V ] 100 -r 150 

H-IU 1 200 



5 m T"mZ m 'T' * "" ""» m 



l.ir\\ 



\M\M 



-'-H|\ 
228 IV 
2281 M 



1 300. 400 or 500 
22H1 IV^i^n— Bmw 

srd Finiafa: Brushed Bra* 

I 100 or 1 90 

1 200 

1 300, 4< tf) or 500 



i 



73 
73 



»19 



r, 

23.2' 



19.7 




Desig 

Diiimi-KT 1 1 inches n «<k «ai ■ 

Depth 10 inches 

Standard Fmwh: Brushed Brn»s 



.J2JJ J 100 or 150 
,121K l 200 

inehe. Depth 11 inches 

tI3IL 1 300, KM) or 3(1(1 it 



Price 
Each 

$37.50 
37.50 



No. 2271 Design— M«<| 

Diameter inches Depth 5^ inches 

Standard Finish: (Washable) Flat White, 

Cream or Dark Gold Bronze 

Ao. 'C Lamp* H'atfs Aac// 

I 100 or 150 $13.25 
22 'H* 1 200 13.23 

D.ame|er 12 X inches Depth OH inches 

100 or 150 $17.50 

200 17.50 
300 22.25 

Depth S i{ inches 

200 $19.25 



1841V 
1841W 
184IM 




2351 U 
2351 M 



1 
1 
1 

14H inches 
1 



1 300, 400 




See page 2S for finishes 
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HHHiiiiHHHMnmHnmi hihi mmwii Hiiiijji jwiwtHiumiiw twiiiw 



No. 1831 I>r>.if(n— Sttd 

Piamlrr 1SW inches I>. ,.ih OH •'" ^ 

Simulant Finish: (Washable) Flat Whim. 
Cream or Dark (ioUl Bronze 

Catalog No. of Type .Size in Price 
No. "C" Lamps \\ alts Loch 
1831W I 2(H) *22.<H> 

1831 M 1 300, 400 i.r 500 26. 7 > 

lH.il K 1 750 or 1000 31 .2:. 



No. 1951 l>.*i>rn— Steel 
Diameter 19 in. hea Depth 7H inches 

Standard Finish: (Washable) Flat While, 
Cream or Dark <".->l<l Bronte 

Catalog No. of Type Size in Price 
No. "C" Tamps H alt* Each 
1951W 1 200 _ *25.25 

1«>!IM 1 300, 400. >r 500 30.00 

1 750 or 1000 34.50 



IIIIIIIIIIIIIIIIIIIIIIIIIHIIIIIIIIIIIIIIIIHHHIIIIIII 

No. 1221 Design— Steel 

Diam-ter 18M inche, D*"i't»' '» 4 inehea 

Standard Finish: (Waahabl*-! Fl.it VSt.ita, 
Cream or Dark Gold Bronze 

Catalog No. of Type Size in 
No. "C* Lamps Watts Each 

1221W 1 -'00 122.00 

1221M 1 300. 100 or 500 26.75 

1 22 IF. 1 750 <>r 100" 31.2S 



Price 




See p.iire JS fur tin'shex 



J>o. lol Design— Steel v- n n \ 

Diameter isi4 !n,i,„ ^-. L ,„. . _ »o. 3673 Desi 



*151W 
*151M 

*151E 



Diameter 18H inches Depth 13 inches 

Standard Finish: (Washable) Flat White 

Cream or Dark Bronze 

Catalog No. of Type Size in 
No. "C" iMtnps VI aUs 
§151K l 200 

1 300, 400 or 500 

1 300, 400 or 500 
1 750 or 1000 



Price 
Each 

* 19.00 
23,75 
22.00 
26.75 



^ZTSV™^ ^Pth 12 inches 

Standard F.n»sh: (Washable) Flat White 
Oram or Dark Gold Bronze 



31.25 



Catalog No 0 f Type Size in 
No. 'C" Lamps Wails 

Jg*} 3 75 
•i6 1 4A 4 75 

3673D 3 10 o C) r 150 
3674D 4 100 or 150 



° StCCl ^o. 1801 Design-Steel 

Dwmeter 1SH inches Depth 9^ inches 

btandard Finish: (Washable) Flat White 
Cream or Dark Gold Bronze 

C ^og No. 0 f Type Size in P nC e 
'vo. c Lamp* WW/s £ ar /, 

F i 1 3 °0'400or 500 26.75 
1801E 1 750 or 1000 31.25 



Price 
Each 

$39.00 
43.25 
40.50 
45.25 




Minium 




See pa,e 2S for finishes and explanation of Specia. 



arks ( § *) 





imiiiiiiimtiiiiiimiiiiiiiiiiiiim 



No. •Ill IK^i^n >trrl 

Ot.nmt.i >>\ iik li.-H |)f|ilh • \ mh Im -<» 

Siumltinl Finish \N dutiable Flat White 

i atnliu) No <>f Tvpt Size in Price 

No. "(T Lumps Walls Kncli 



941V 

[)inmrlcr I J ' i 

H2IM 



I 
I 



I 
1 



100 <>r l."»0 *U.".n 
.'(Hi 11.541 

I ). t .l li 1 , in. h<^ 



JlHI 
1(H) 



No. «WU n. -urn— Steel 

Ditimrln l"> m. h«-« IV^lh m< hr% 

Standard Finiab: ( Waahmblo Flat Whit. 

f >i/u/o0 yVo. o/ 7V/j< N«;r in Price 

No. "C" Lamp* Wnlf Each 



2 

.1 
o 



75 $'2*).~ 

75 3l.0»i 

100 or I V) 30.73 

lVprh »K inches 

75 $37.78 

75 12 

KM) or I .V » 39.2S 

KMi .,r 150 n 



t23 t l \ 
23121) 

r«m.U 3 
"til I \ I 

♦mm 

••at 1 1 » 4 

\ |.| t:. on if wantnl aqaipfwd with H-> 
lroli<T full Swtt. h <ln<ribHoi Pa«« S. 




|M»«c* W f.tr finuht^ n>«! rS|U.iu.tO»ii •( s t ..-,-ial hi .fi ' 



I »< -mil — Steel 

l»i,im«*»"T II uirhn !>«»|>ih »i i nrtm 

»..<i.l.r( Finwh VtttflMM N* 1 WHM 

Cn/nlog /Vo. <^ 7*vp< A'«r in /Virr 

M>. • f ** £*m/>« lfo/1* l ath 

1 1332.4 I 75 $28.00 

Ir.Ji^-r Pull *».«. h nl-nl ..n P«*^ 



II 
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No. 1711 Design— Steel 

Bowl, Reflector and Supporting 

Arms Only 

Diameter 14 inches Depth 0 inches 

Standard Finish: (Washable) Flat White 
Cream or Dark Gold Bronze ' 

Catalog No. of Type Size in 
No. "C" Lamps Waits 
1711V 1 100 or 150 

1711W 1 200 
1711M l 300, 400 or 500 

No. 2481 Design— Brass 

Standard Finish: Brushed Brass 

JSIw } 100 or 150 $H.00 

2481W 1 200 Hoo 

2481M 1 300, 400 or 500 18 0 



minimum 



il 



Price 
Each 
$12.00 
12.00 
16.00 



No. 1721 Design— Brass 
Bowl, Reflector and Supporting 

Arms Only 

Diameter 9H inches Depth 5H inches 

Standard Finish: Brushed Brass 

Catalog No. of Type Size in 

C " Lam PS Waits 

JoiXr 1 100 or 150 

191 W 1 200 

D <&?v er 12 H inches D ept° 
Hi } 100 or 150 

221M 1 30? 

?~2Tw r inchea 

1721M i son 



lllllllllllllllltllllllllllllilliiiiiiHiiniiiiii, i,,,, 



Price 
Each 
$9.50 
9.50 

6H inches 

$14.00 
14.00 
17.25 

Depth 8H inches 
200 $16.75 

400 or 500 20.75 



No. 901 Design— Steel 

Bowl, Reflector and Supporting 

Arms Only 

D.ameter 9« inches Depth 5% inches 

Standard Finish: (Washable) Flat White, 
Cream or Dark Gold Bronze 

Catalog No. of Type Size in Price 
No. r "C" Lamps Waits Each 

SXiw J 100 or 150 $7.30 

901W l 200 7.50 

Ran™** 1 " 12H inches Depth 6 H inches 

1 100 or 150 $11.75 
1691M l 300 15.00 

?Q-?lr? r UH inche9 De r> lh i°cb< 

1 200 $13.50 

2371M 1 300, 400 or 500 17.50 




Page 42 



See page 28 for ""islies 



COMPONE FIXTURES 

SECTION THREE 




Our competent designing staff and our efficient engineering 
department co-operate with the buyer of illumination to 
render a lighting service at once perfect and complete. 



IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIN 



Compone Finishes 



We list below a schedule of Bronze and Ivory 
finishes adequate to satisfy the decorative de- 
mands of 90% of all interiors. Special finishes 
can be produced to harmonize with individual 
color schemes. Upon such special finishes quo 
tat ions will be made. 



In general our experience has shown that 

indirect light inp fixtures present by far their 

best appearance when finished in a light color 

such as Ivory or Old Ivory, and we strong. > 

recommend these finishes in every rase where 
they can be used. 



Finish 

No. 

A14. 
A15. 
A17. 
A22. 
C22. 
DIO, 
D12. 
D22. 

E10. 
E12. 

M. 
P15. 
R22. 
T42. 



Standard Compone 

Description. 

Rose Gold. 
Medium Gold. 
Dark Gold. 
Antique Gold, 
Antique Brass. 

Copper Bronze, Light Verde Antique 
Copper Bronze, Dark Verde Antique 
Antique Copper. 

Gold Bronze, Light Verde Antique 

Gold Bronze, Dark Verde Antique 

Brushed Brass. 

Roman Gold. 

Antique Copper Bronze. 

Statuary Bronze. 



Add 10% for any of the following finishes: 
27-15. Medium Old Ivory— Heavy Shading 

—Dark Yellow Tone. 

vory— Heavy Shad- 
ing—Dark Brown Tone. 

Special Old Ivory— Very Light Shad- 
ing— Yellow Tone. 

Ivory with Gold High Lights. 
Add 15% for the following Finish: 

vory with Gold 

Lights. 



27-32. 
4047S. 
27HL. 



High 



Finish 
No. 

XXG12. 

XXG15. 
XXG22. 
XXP14. 
XXR22. 
XXH17. 
XXH22. 



^Burnished ('oniponr 

Description 

Dark Statuary Bronze, Verde An- 
tique. 

Light Statuary Bronze. • 
Dark Statuary Bronze. 
Rose Gold. 
Antique Copper. 
Tarnished Silver. 
Oxidized Silver. 



IfFor estimating add approximately 40% to 
price of fixture for any Burnished finish listed 
above. Definite price upon application. 

Explanation of Special Marks 
on Catalog Pages 

* Lamps bang tip down, suspended on an 
additional chain (or rod) from Canopy. Not 
shown in illustration. 



§Lamps must be ordered "Special" fur tip 
up burning. 

.. R ,t s , pecify on order * 401 50 or 60 watt l yp e 

B lamps are to be used in fixtures listed for 
75 Watt Type »C" Lamps, as special reflector 
holders are required. 




IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIM 




iiiiimiiiiimmiiiiimniimiiiiiiiiiimiiimiiimiimiiii 



No. 3422 Design — Componc 

Diameter 1 ti inches Depth >» inches 



Catalog No. of Type Size in 
No. "C" Lamps Watts 



t3422A 2 

|3423A 3 

3422D 2 

Diameter 23 inches 

3432D 2 

3433D 3 

3434D 4 



Price 
Each 

$62.00 
66.25 
63.00 



75 
75 

100 or 150 

Depth 9 inches 

100 or 150 $75.00 

100 or 150 79.75 

100 or 150 84.50 



4-Rod Suspension 



lllltllllllllllilllllllllllllllillllllllHIIIIIMWII 
No. 2154 Design — Componc 

Diameter 30 inches Depth 12 inches 



MIIIK llllllll 

No. 1912 Design— Compone 

Depth 12 H inches 



Diameter 21 inches 



Catalog No. of Type Size in 
No. "C" Lamps Watts 




54J 
2 155 J 
§2154K 
§2155K 



4 
5 
1 

5 



Pr ice 
Each 

$108.00 
111.25 
108.00 
114.25 



100 or 150 
100 or 150 
200 
200 

Diameter 42 inches Depth IS inches 

53413L 3 300, 400 or 500 $158.00 

5 4 300.400 or 500 169.50 

5 300, 400 or 500 181.0(1 

6 300. 400 or 500 192.5 

f.-Rod Suspension 



§3414L 

S3415L 
§3416L 




Catalog No. of Type Size in 
No. "C" Lamps Wails 

2 100 or 150 

3 100 or 150 

1 21 K ) 

1 300, 400 or 500 

4- Rod Suspension 



1942D 
1943D 
•19HW 
•1941 M 



Price 
Each 

$70.00 
74.75 
68.25 

73.00 







See 



page 44 for Gnishes and explanation of Special marks (t*S) 



Vmmr t.l 
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i\o. 3242 Design— Compone 

lJ.an.eler 16 inches Depth 9 inches 

Catalog No. of Type Size in 
Ao. temps Watts 

t32!2A 

I3243A 

3242D 2 

Dion»et<T int lirs 

I3253A 



Price 
Each 



2 



to 



54.00 
50.75 



3 



t3254A 
3253 D 
3254D 



75 
75 

100 or 150 

Dcpih \ inches 

"5 $63.50 

W> 67.75 

100 or 150 65.00 

]«K)orl50 69 



IIIIIUIIIIIfII||t||||||||lllli m||||||i||| 

No. 374 D^-^™"" , """»'»»» imiHHIMira Illl 

Diameter 35 j£ inches 



Compone 

7>Pe Size in Price 
wo. C Lamps Walts 

8*« 4 200 
s- 3 < 5 200 

.57111, i 750 or 1000 90 2, 

Diameter 42^ inches Depth 24* 



$96.00 
102.25 



§385 K 

§386K 
S384L 

§385 L 
§386L 

*381E 



5 
6 
4 
5 
6 
1 



inches 



No. 1631 Design— Compone 

Diameter 16 inches Depth 9 inches 

Price 
Each 

$49.75 
54.0 • 
49.00 
49.00 



No. 

2092A 
2093A 
2091V 
2091 W 



Waits 



200 
200 
300,400 c 

SJS or505 

300, 400 or 500 163.00 

<50 or 1000 113.75 



SI 25. 75 
132.00 
00 
50 



Diameter 22 inches 



C** Lamps 

2 75 

3 75 
1 100 or 150 
1 200 



1631W 
1631M 

1631 E 



1 
1 
1 



Depth 13}^ inche s 

200 $60.00 

300, 400 or 500 64.75 
750 or 1000 69.25 




See pa,. 44 for ^ ^ 




■mi i MHMim».«w ii ' '"»»' miiiiMiiiiimtiMiHiiuniiiiHiiHii 

^ ««« ^ « No. 3142 Ur-iL'ii < nni[»oi 





Diii in i' i • r 

Cafafog 
No. 

f3502A 

t3303A 
3502D 

Diauu 4 t«-r 

t351 3 A 
+,351 4 A 
351 2D 
331 3D 



3302 Design 

lii itu-li< -i 



Compone 

Depth 6 inches 



Yo. of Tvpe Size in 
'•(." Lamps Watts 



2 

3 
2 

IS inches 

3 
4 
2 
3 



75 
75 

100 or 150 



Price 
Each 

$46.50 

50.75 
47.30 



Depth 7t$ inches 



75 
75 

100 or 150 
100 or 150 



$57.75 
62.00 
5 1.30 
59.23 



Metal Canopy l'se<l 



2503 D«-*it-'u — Gomp 

Diameter 30 inches Depth 1 1 in« hee 

Catalog No. of Type Size in Price 

No. "C" Lamps Watis Each 

4 100 or 150 $108.00 

5 100 or 150 114.25 

4 200 108.00 

5 200 114.25 

Diomeler 42 inches D-|.th ^ 

S H33L 3 300, 400 or 500 #158.00 

4 300, 400 or 500 169.50 

5 300, 400 or 500 181. oo 

6 300, 400 or 500 192.50 

i,-H<m1 Susiwnnion 



2504J 
2503 J 
§2504 K 
§2505 K 



U134L 
U35L 
U136L 



No. 3142 Dt-Mien— <ompone 

Diameter 2U inches D.plh » '"•»'.- 

Catalog No. of Type Size in 
No. "C" iMmps Watts 

+34 12 A 2 75 

+3443A 3 75 

3442D 2 100 or 150 

34 13D 3 100 or 1 50 

.1-Rn«l Sii.pen.iori 



See page 44 for finishes and explanation of Special mark* i » {• 



Price 

Each 

* 7 0.7 5 
75.00 
7 1 .75 
7h. »o 











milium 



I "/a/op Ao. o/ |V 




Set in 



t2TX3 V 


3 


*273»\ 


4 

' 9 




«> 


j: ii w 


1 


"27.11 M 


1 



to 
75 



100 or 150 
100 or 150 

200 
9L 400 or 500 



Prict 

In 

7 I.. "in 
r»:.(Mi 

< 1.7.) 
65.25 
70.rKt 




IIIIHIIH|lt||Jl|||||| l |IBI l||| | |||s|||||K||||||||Mt| 

IV I - ■* '"'**> 166.50 

EffL ' " r ™> 178.00 

?'i»<" ••<"> M 75.i« 

- i':" >r50 ° 2»'».50 

' 400 or 500 2V8.00 

4 -Mod ^u«fM>BMf^ii 



627251. 
§27261. 
t2727L 



No. 1622 l>«'»i K n 

I>iHKi.;ter Hi inr h... 

( ntiilot, Sn. of Type Si:r in 

t!622A 2 

1 1 623 A .{ 
16211) l 

&I621F 1 
1622D 2 
•I62IW 1 



HIIIIIIIIIIIIIIIIHIlf 

< OIII|>OII«- 

Depth 0 in< li.-. 

Price 



75 



75 

100 or 150 

200 
100 or 150 



hack 

* 17.25 
51.50 

♦2.75 
43.25 
48.25 
16.50 



200 

l'!" "'«*'•' is Mi. h. s Depth 7« inches 



20 1 3 \ 
'2011 \ 

20121) 
20131) 
*20l | U 
•2011 VI 



3 

4 

2 

3 
1 
1 



75 
75 

UK) or 150 
100 or 150 
200 
0. 100 or 500 

Suhpenwioa 



$59.50 
63.75 
56.25 
61.00 
54.50 
59.25 




Mark. 







itiiiiiiuiif mint iiiiiitiiiiiiiii iiiiiitiitiii inn itiiiiiiiiiii iiiiiiiiiitiiMiiiiiiiiiiiiiiiiiMiniiMiiri 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 a 1 1 1 1 « 1 1 1 1 1 1 1 1 1 1 1 1 1 j i f 



No. 2102 Design — Compone 

Diameter 16 inches Depth 8 inches 



Catalog No. of Type Size in 
No. "C" Lamps Walts 



t2102A 
T2103A 
2102D 
*2101V 
*2101W 



2 

3 
2 

1 

1 



75 
75 

100 or 150 
100 or 150 



Price 
Each 

$50.50 
54.75 
51.50 
49.75 
49.75 



Diameter 23 inches 



3362D 
3363D 
3364D 
*3361W 
*3361M 



2 

3 
4 
1 
1 



200 

Depth 9 inches 

100 or 150 $63.75 



100 or 150 
100 or 150 
200 

300, 400 or 500 



68.50 
73.25 
62.00 
66.75 



4-Chain Suspension 



No. 1824 Design— Compone 

Diameter 30 inches Depth 12 inches 



Catalog No. of Type Size in 
No. "C" Lamps Watts 



1824J 
1825J 
§1824K 
§1825K 
*1821M 
♦1821E 



4 
5 
4 
5 
1 
1 



100 or 150 
100 or 150 

200 

200 

300, 400 or 500 



Price 
Each 

$93.50 
99.75 
93.50 
99.75 
83.25 
87.75 



750 or 1000 

Diameter 42 inches Depth 18 inches 

S3373L 3 300, 400 or 500 $143.50 

4 300, 400 or 500 155.00 

5 300, 400 or 500 166.50 

6 300, 400 ot 500 178.00 
1 750 or 1000 128.75 

6-Chain Suspension 



§3374L 
§3375L 
§3376L 
*3371E 





No. 4142 Design — Compone 

Diameter 22 inches Depth 9}4 inches 



Catalog No. of Type Size in 
No. "C" Lamps Watts 



4142D 
4143D 
4144D 



2 
3 
4 



100 or 150 
100 or 150 
100 or 150 



Price 
Each 

$78 .00 
82.75 
87.50 




See page 44 for finishes and explanation of Special marks (*t§) 
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No. 1TI2 

.>t*rnHrr 17 i 




<.alah*j \o. of Txf* Size in 

\ » »/"*»! 9 mm , . 



4MH|M,||. 

Si 



No. 

*I712\ 
i:n\ 
Kill) 

i:t2i> 

•1741V 
* 1 7 * 1 M 



C" Jjamps 

2 75 



3 
1 



75 

I'M) or 150 
100 or 150 

•jim 



I'r • 
1 <ich 
JW»1 . 7."( 

Mi OO 

5 < ,2't 

62.75 
61 AMI 

61 AMI 



Dim* » In, i„ . n,,,,,,", 



lllllllllllflUUIHIHMIiHJIIIIIIIIIIIIBIIIIlllllliiiiiiiiiiiiiiiiiiiiii 



' ' ' * ' \„ „/ 7V/>, S i:r in 
No. ■< fjint/,.s Waffs 



-'MM J 

-"wr.k 



4 ]«"J or 150 
1 ' X) or 1 50 
» 200 

r J 200 

4-Cluiin Suapenuiion 



i'r ire 

Eat it 
J^l.00 

10.2:, 

91.00 
KKL 25 



No. IM,2 Drsitfi, 

Dianx-inr 22 iu< lie* 

Catalog No. of Type Size in 



No. 

41621 ) 
1 1 63 1 > 
11611) 



( " Iximpx Walts 

2 100 or 150 

3 100 or 150 

4 KKJ(,rl50 



< iompone 

i>i i»ih i n< hi-. 

I 'rice 

Each 
155.01 

59.75 
61.541 



llllllllli 




*' ,- ' 1 »nH •iplam.tion of S^N-inl Markt (1 * { 





•■■■■■■■■■■t«B»«iii«ii««i»ii«»iiii«iiiiiii«ti«ii"ii»i«««»«"«"««««"»*««««»"««»« i « >a " B « a>BBBBB,,lBB1,BBBBBB,B,B,BB ■ ■ 1 JiJI^J B iL B ■ ■ ■ ■ ■ 1 ■ 1 ■^JL" 

Diameter 30 inch«a Depth lft inches 



Design — Com pour 

Diameter 24 inches Depth S inches 



minimum) 

l>o. 2021 1>« — Cornpone 

Diiim^ter I ft inches iVpth 0 inches 



( ataloa No. of Tvpe Si :e in 


Price 


No. "C 


Lamps Watts 


Each 


tS34A 


4 


75 


$71.00 


t525A 


0 


75 


75.25 


523D 




100 or 150 


68.25 


S2 ID 


4 


100 or 150 


73.00 


•S21W 


1 


21 )0 


61 .75 


•S21M 


1 


300, 100 or 500 


66.50 



Catalog No. of Type Size in 

M C" Lamps W atts 



No. 

53 U 
535.1 

53 1 K 

$535 k 

♦53 1M 
* 53 1 K 



4 

5 
I 

5 
1 
1 



Dinmei-r t \ inchct 

§545k S 
5 5 16 K 0 
•5 UK 1 



100 or 150 
100 or 150 

200 

2< M) 

300, 400 or 500 
750 or 1000 

Depth 10 imhes 

200 $96.00 
2(H) 102.25 
750 or 1000 8 1. no 



Price 
Each 

$86.7" 

93.00 

36.75 
93.00 
76.50 
Hl.OO 



Catalog No. of Type Size in 
No. "C lamps W alls 

2541V 1 100 or 150 
25 II W 1 2( K) 

25 MM 1 300, 400 or 500 

Diameter IS inch !>••(. ih 7 >< inches 

2021V* 1 200 Ml 50 

202 1 M 1 300. 400 or 500 01.25 

Mf I i»l f.anopy med 



Price 
Each 

$37.50 
37.541 
12.25 




See page 2t", for finishes nn<l emplanation of Special Marks (t * 5> 




mmm^mmmmumn „ mmmmmm , „,„ 

INo. 933 Design— Compone No. 1304 Design- 

Diameter 34 inches 



II 



4 111 



A ■ M ■ I 



Diameter 22 K inches Depth 6 inches 

Catalog No. of Type Size in Price 

No. "C" Lamps Walls 
t933A 3 75 
|934A 4 75 

932D 2 100 or 150 

933D 3 100 or 150 

Add 40% for the following finishes: 
lights Silver with Burnished high 

lighted° ld Venelian Gold wilh Grapes high 
(C) Natural Colors. 



Each 

$70.00 
74. 
66. 

71.50 



Catalog No. of Type Size in 
No. C" Lamps Walts 



Compone 

Depth 16 inches 



75 



1304J 
1305J 
1306J 
§1304K 
§1305K 
§1306K 
*1301E 



4 
5 
6 
4 
5 
6 
1 



100 or 150 
100 or 150 
100 or 150 

200 

200 

200 
>0 or 1000 



Pr ice 
Each 

$89.50 
95.75 

102.00 
89.50 
95.75 

102.00 
83.75 



No. 1353 Design 

D iameter 24 inches 



Catalog No. of Type Size in 
No. "C" Lamps Walts 



llllllllllllllllllllll 

Compone 
Depth 9Ji inches 



1353D 
1354D 
1355D 
*1351W 
•1351 M 



3 100 or 150 

4 100 or 150 

5 100 or 150 
1 200 

1 300, 400 or 500 

4-Ghain Suspension 



Price 
Each 

$67.50 
72.25 
77.00 
61.00 
65.75 
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No. 643 Design — Com pone 

Diameter 18 inches Depth 5 inches 

Catalog No. of Type Size in Price 

No. "G" Lamps Walls Each 

U862A 2 75 $61.50 

tl863A 3 75 65.75 

1862D 2 100 or 150 62.50 

Diameter 24 inches Depth 5 inches 

t643A 3 75 $74.25 

t644A 4 75 78.50 

t645A 5 75 82.75 

643D 3 100 or 150 75.75 

644D 4 100 or 150 80.50 



No. 454 Design — Compone 
Diameter 26^ inches Depth 11% inches 

Catalog No. of Type Size in Price 

No. "C" Lamps Watts Each 

443 J 3 100 or 150 $78.00 

6443K 3 200 78.00 

*441M 1 300, 400 or 500 74.00 

*441E 1 750 or 1000 78.50 

Diameter 30 H inches Depth 14J-3 inches 

454 J 4 100 or 150 $85.00 

455J 5 100 or 150 91.25 

5454K 4 200 85.00 

*451M 1 300, 400 or 500 74.75 

*451E 1 750 or 1000 79.25 

Diameter 42 inches Depth 18 inches 

S463L 3 300, 400 or 500 $134.00 
§464L 4 300, 400 or 500 145.50 
$465L 5 300, 400 or 500 157.00 



No. 3382 Design — Compone 

Diameter 19 inches Depth 5M inches 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 

I3382A 2 75 $55.50 

f3383A 3 75 59.75 

3382D 2 100 or 150 56.50 

Diameter 22J^ inches Depth 5% inches 

t3393A 3 75 $68.50 

f3394A 4 75 72.75 

3392D 2 100 or 150 65.25 

3393D 3 100 or 150 70.00 

4-Chain Suspension 




See page 26 for finishes and explanation of Special Marks (t * §) 
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»'"««""»««'«■ llltUlltUINUftltllllltllllHItlltlflM lllllllllllliiiHHBfHunnH. 

No. 1172 Ih wi.m M 



Diameter 20 inches DeplhTJi inches 



Cnlahg No. of Type Size in 

j\o. il G" Lamps Waffs 



4172 V 
117. IV 
11721) 



2 75 

3 75 

2 100 or 150 

3 100 or 150 

4- Rod Sils pension 



Price 
Each 

*K0.->U 
H 1 . 7 ."> 

HI .50 

86.25 



No. 5853 Design— Componc 
D.amcur 22 inches Depth 22 inches 

C< ^ /0!? T yP C S ™ *• /Vice 

->«• C Lamps Wa«* 

S» I U»X,.,o S 

sss: * «r- 2oo D "" h s 



1 1 1 til* 1 1 tt IIII I M ! 1 1 If Iffl f M in iiiimi, HillllllK 



?.i825k 
$3823L 



- „ ^ 50 

° 2<X) 185 " 

3 300, 400 or 5fin 1«* 



-No. 1042 Design— Com. 

Diameter 20 inches Depth 

Catalog No. of Type Size in 
No. "C" Lamps Watts 
1 1012 V 2 

T1043A 3 

TX044A 4 

1042D 2 

1043D 3 

*1041W 1 

*ioiim i 30 



to 
75 
75 

1 00 or 1 50 
100 or 150 

200 
. 400 or 50 



nc 

10 inches 

Price 
Each 

$63.00 
67.25 
71.50 
64.00 
68.75 
62.25 
67. (M) 




See pa( , e 20 for finishes a.,d crpl 



anatioa of Special marks (f * |) 
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UHIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIHIIIIIII 

No. 571 Design — Compone 
Diameter 16 inches Depth 13% inches 

Catalog No. of Type Size in Price 
No. "C" Lamps Walls Each 

571J 1 100 or 150 $53.50 
§571K 1 200 53.50 
*571W 1 200 56. o0 

Diameter 23 inches Depth IS inches 

*1461W 1 200 $66.50 

*1461M 1 300, 400 or 500 71.25 



IIIIIIIHIIIIIIIIIIIIIIIIHIHUIIIHIlllllillllllll 



No. 614 Design 

Diameter 60 inches 



Compone 
Depth 19 inches 

Catalog No. of Type Size in Price 
No. "C" Lamps Watts Each 
S614L 4 300, 400 or 500 $267.50 
S615L 5 300, 400 or 500 279.00 
S616L 6 300, 400 or\500 290.50 
§617L 7 300, 400 or 500 302.00 



IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIHIIIIIIIIHIIIMII 

No. 591 l>osign — Compone 

Diameter 32 inches Depth 14 inches 

Catalog No. of Type Size in Price 

No. * 'C" Lamps Watts Each 

59 4 J 4 100 or 150 $105.50 

595J 5 100 or 150 111.75 

§594K 4 200 105.50 

S595K 5 200 111.75 

*591!VI I 300, 400 or 500 95.25 

*591E 1 750 or 1000 99.75 

Diameter 40 inches Depth 15 inches 

§605K 5 200 $121.25 

m6¥L 6 200 130.50 

S603L 3 300, 400 or 500 127.00 

$60 1L 4 300, 400 or 500 138.50 

*601 E 1 750 or 1000 112.25 




See page 26 for finishes and explanation of Special marks (* $) 
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€3MJ 
<3ttJ 






/ 

4 

ft 
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100 or 110 
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'IK 

let 



m.ut 

•f-Sft 

.7ft 
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'i IIm 
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121 lit 
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CURTIS LAMPS 

SECTION FOUR 





\ 



•J 



f 






Art lamps can now be made more useful by combining in 
direct lighting with their well recognized decorative features. 





lUumination fr ° n ' m art lump as il is ordinarily used, giving one bright spot directly under the 



amp. 



From Art Lamps 



warmlKf T'S "ST ' room * the ordinary table lamp. The soft 

^Sytitf^^™ ^ » W0UW ^ to * fc -ds £ that *£ 

value lonTa' Sart ^ t J£S ft.? "S * ^ T? * fc ° f M ' ° f "° 

that line. ornament, it has been developed to the highest degree along 

sideration. g Rg and these beau ^ful art lamps was given serious con- 

To make the art lamp flood the entire room with clear, 
bright, illumination as well as light the area immediately 
under the lamp, the Curtis Indirect Adapter was develop- 
ed. I his adapter is concealed within the silk shade, so that 
m appearance the art lamp remains unchanged. 

Look at the picture at the top of the adjoining page 
and see how the Curtis Adapter, hidden within the silk 
shade of the lamp, illuminates the entire room. No light- 
ing fixtures on the ceiling arc necessary. 

rt, i ThC fCatUre ° f the Gurtis ^direct Adapter is 

the large X-Ray Reflector. This opaque, silvered, mirror 

itTitTtf a V hfi light from one Iarge lan * bu,b and 

directs it to the ceiling just as do the reflectors in X-Ray 

S™ ^ XtUros - Fro ™ the ceihng the light is diffused 
thr ° Ugh0Ut ever * C( >rner and part of the room. 




The same room charmingly illuminated by a flood of dear, indirect light reflected from the ceiUn*. There X-RAY Reflector 

concealed inside the silk shade which throws the light of a large bulb aga.nst the ceiling. 1 has e.lh, r hght.n, 

effect shown in these pictures may be had at the pull of the switch. 



The large reflector is supported by a strong metal frame 
and the silk shade rests on the upper edge. The bottom of 
1 he reflector is left open so that some of the light from the 
large lamp escapes and is reflected by a white disc to softly 
and evenly illuminate the silk shade. Besides this disc 
there are individual frosted lamps (very small) which give 
the shade the appearance of the ordinary art lamp when 
the indirect lighting is not in use. The two little pull 
chains allow for separate control of these auxiliary lamps 
for lighting the shade and the large lamp which furnishes 
the indirect illumination. 

The wonderful lighting effect secured with the indirect 
illumination is well illustrated by the photograph on this 
page. The addition of a Curtis adapter has made the art 
lamp useful as well as ornamental. These Curtis Adapter 
can be attached to any floor or table lamp, and to large 
ornamental vases, pedestals, etc. 

Care must be taken that the large powerful reflector is 
always above the line of vision. As the Curtis Adapter is 
12 inches high, the floor lamp standard should be at least 
54 inches and the table lamp standard 24 inches m height. 

Several different sizes and styles of these Curtis Adap- 
ters are shown on the following pages. 



I 

I 

J 

! 






REFLECTOR 
HOLDER 



X-RAY 
REFLECTOR 



LARGE 
MA2DA LAMP"^ 



■ f SMALL LAMPS 

, W H|TE "0 SOFTLV 

! J REFLECTING ILLUMINATE 
/ PLATE SILK SHADE 



SWITCH TO-*- i 
CONTROL LARGE \ 
LAMP > 




^SWITCH TO 
CONTROL SMALL 
LAMPS 



Curtis Indirect Adapter 



l»:igc 59 



iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii™ 



Curtis Indirect Adapters can be attached to any wooden or metal Pedestal or Vase whose top 
over 54 inches from the floor. 10 feet of cord and attachment plug furnished with Adapter. 
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Catalog 
No. 

wn 



Miimljird Finish: Silver Bronze 

iVsrripliim 



2JU2 



tikSJ?*" ■«* *-« ' for 



I'rice 
each 

923.511 



2H2fi \<liipt» r onl 



21.00 



,,,,H,l »""""i«i»iMiKimHinuimiinMiiiiiiittMii«Mitmniii< 

Adapter with 9*/ 2 inch reflector, for use with 100, 150 or 

V r. Ht ! ! ype " C " Iam P an<1 arranged for two auxiliary 
'Jir.-cl lighting lamps. 



Catalog 

No. 



Standard Finish: SUver Bronze 

Description 



2871 E£? Jav^ - i,h fra,ne f - 



Price 
eacli 



21.00 2875 Ady P^ronly 



$20.25 
17.75 





l'««r Ml 





Curtis Indirect Adapters can be attached to any wooden or metal Pedestal or Vase whose top is 
over 54 inches from the floor. 10 feet of cord and attachment plug furnished with Adapter. 










n 



illltl 1 1 II 1 1 1 II 1 1 II 1 1 1 1 1 1 1 1 1 1 1 1 tlUIIIM^IIittWI IHIf litUlUMfllf lllll Ulfl llllHlt|IillitIliM<tlHIII II lllltll lill 

Adapter with inch reflector, for use with 25, 40 or 
60 watt lamp. 



IIIIIIIIIIIIIIIIIIIIIIIIIIIHIMMIII 

Adapter with 12 inch reflector, for use with 200 watt 
type "G" lamp and arranged for three auxiliary direct 

lighting lamps. 

Standard Finish: Gold Bronze or Mahogany. 

Price 
each 



Standard Finish: Gold Bronze. 

Description 



Catalog 

No. 
2853 



Description 



Price 
each 



2854 

2855 
2856 



Tahle lamp adapter with wire frame for 

round silk shade $31.Z5 

Floor lamp adapter with wire frame for 

round silk shade ■■■■ dL1 J* 

Table lamp adapter without wire frame 28.75 

Floor lamp adapter without wire frame 28.75 



Catalog 

*2814 Adapter with round wire shade frame $< .2o 

*2802 Without frame oW 

Adapter with 4H inch reflector, for use with 15 or 25 
watt round bulb lamp. 

Standard Finish: Flat White. 

Adapter with round wire shade frame $3.00 

Without frame A - vu 



•2823 
*2803 





Art Lamps Equipped With Curtis Indirect Adapters 






MB** 





\UiHiii\vt\ <,«.i<| ^ilk Miadc 



KinWi: Antique Gold 



Mriirlil 3f in. I,- . 



2<> I 2 



\ 'itiffft r 



:2 s/.:. 




!>>...■ 
■SiV* .S/,r„/> 

A'o. 

2S57 
2X57 



UM GoU S.lk S|, a< l. ()|d GoW Si , k 

FinUli: Antique Gold 




-'<) ir.. l,. s H,.i K J,t 7.' in< l,..s 



Price 
/inch 

*MHUHI 

«#2 



Catalog 

No. 

2639 





Nr. ,7 Silk S|,.d«> liaU *}.'..00 



Adapter 
No. 



I)ia,„,.„.r a I i 111 lies i,,, ,,^ 



Finish: \nli<jij<> <;,,lij 



Silk Shwtc 
No. 

5 

2Mi0 



Diameter 22 in« li«'s 



2Mk, 



Price 
Each 

* 137.75 
130.00 



N.. Silk M,,,.!,. | if> , s 



Catolot) 

No. 

26 1 5 
20 1 6 



Ado filer 

No. 

12X55 
72*20 



A'o. 




2*35 



Price 
Koch 

*89.0O 
81 .25 



No. 2K3« Silk Sharif I.kI, $22.73 





;S<n- tmcc f>0 for Lamp Capacity 



lllillliiiiiiiiiiiiiiiiM 

Art Lamps Equipped With Curtis Indirect Adapters 






mum, mmnniiimni MppriMH '"■■»'" 1 """"""" ■ "'I 



Carved Wood Floor Lamp villi 
Old Gold Silk Shade 

Finish: Gold Polychrome 



Carved Wood Floor Lamp with 
Old Gold Silk Shade 

Finish: Gold Polychrome 



Turned Wood Table Lamp with 

Mulberry Silk Shade 

Finish: Mahogany 



Height 30 inches 



Diameter IS inches Height 72 inches 



Diameter 24 inches Height 3G inches 



Diameter 21 inches 



Catalog 
No. 

2645 
2616 



1 dapter 
No. 

$2826 
$2875 



Silk Shade 

No. 

2837 
2837 



Pr ice 
Each 

$71.50 
68.25 



Catalog 
No. 

2641 
2642 



Adapter 
No. 

$2856 
$2826 



Silk Shade 
No. 

2866 




Price 
Each 

§141.00 
133.25 



Catalog Adapter Silk Shade 
No. ' No. No. 

2638 $2875 2867 



Price 
Eacli 

$62.25 



No. 2867 Silk Shade lists $26.00 



Nt..'2S37 Silk Shade lists $22.7-3 



No. 28fifi Silk Shade lists $46.75 




JSec page 60 for Lamp Capacity 




Art Lamps Equipped With Curtis Indirect Adapters 






1 urncd VI i 



nmI Floor Lamp Mill, 
• Mil K.mm- Silk Shade 



«tlMllllll|||.|.|,|,,, IIIIIIII|||||||||||m|||| ^ 

l.inwd U.hmI Tablr l.uup ^ilh 




Nim 



llllllllflllllll 



72875 



v 




> . Ik Shaiir 
Xo 



/Vice 
•71. So 



flohli: Mabogany 
«<• 1Mb. Di..-ur 18 loch- 

»*« 728,5 2840 



JnriM«l U«mhI TaWr Lamp xitli 

MullH-rrv Silk hha«l«- 

h ituxli 



Matioi'utJ) 



< mJ(iI>m, A da/, It- 
No. rfo. 



2H«i3 



AW 

JJarh 

$67.50 



2H<> i S.Ik Shttdr 





f<K Ump Capacity 



Art Lamps Equipped With Curtis Indirect Adapt 





I 





'A 
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Carved Wood Floor Lamp with 
Brocaded Mulberry Silk Shade 

Finish: Mahogany 
Height 72 inches Diameter 24 inches 



' atalog 
No. 

2617 
2618 



Adapter 
No. 

J2856 
J2826 



Silk Shade 

No. 



2858 



Price 
Each 

$98-00 
90-25 



Carve d Wood Table Lamp with 
Mulberry Silk Shade 

Finish: Mahogany 
Height 36 inches Diameter 21 inches 



Catalog Adapter Silk Shade 
No. No. No. 

2635 J2875 2864 



Pr ice 
Each 

$64,25 



No. 2864 Silk Shade lists S29.25 



Xo. 2s->s Silk Shade lists $29.25 



Turned Wood Floor Lamp with 
Old Rose Silk Shade 

Finish: Mahogany 

Hci^hl 72 inches Diameter 24 inches 

, J 

Calaloij Adapter Silk Shade Price 
No. No. No. Each 

2636 $2856 2806 $78.50 

2637 J2826 2806 70.75 

No. 2806 Silk Shade lMs $32.. 5Q 



huh iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii iiiiiiiiiiiii iiiiiiiiiHi i I* i''"'"5'il" 

JSee page 60 for Lamp Capacity 



Art Lamps Equipped With Curtis Indirect Adapters 
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Turned Wood Table Lamp with 
Japanese Silk Shade 

Finish: Mahogany with Japanese Decorations 

in Gold 



Turned Wood Floor Lam,, *ith 

Brocaded Mulberry Silk Shade 



iiiiiiiii 



Height 36 inches 



Finish: Muhcrany with Japanese Decorations 

in Gold 



Diameter 20 inches Height 72 inches 



Price 
Each 



Catalog Adapter Silk Shade 
No. No. No. 

2621 +2855 2843 $110.50 

2622 J2826 2843 102.75 

No. 2S43 Silk Shade lists f iC,.J& 



Diameter 2 I iru h. 



Catalog Adapter Silk Shade 

No. No. No. 

2567 J2856 2838 

2568 J2826 2838 



Price 
Each 

$112.50 
104.75 



No. 2S3S Silk Shade lists $3 !.;».-, 
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Carved Wood Table Lump \*ith 

Old Rom Silk Shade 

Finish: Antique Gold or Mahogany 
Height 30 inches Diameter Is in< he* 



( a/ahnj Adapter Silk Shade 

\ o. No. TVo. 
2583 J2855 2805 
2581 J2826 2805 



l > rice 
Each 

S81.25 

73.S0 



No. 2805 Silk Shade lists $18.7 > 
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tSee page (>0 for Lamp capacity 







PEDESTAL AND COVE LIGHTING 



SECTION FIVE 



I 



. 4 
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Much of ihe lighting of the future will be accomplished 
from sources entirely concealed, and without resorting to the 
use of suspended ceiling fixtures. 
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Sun Room, South Shore Country Club, Cl.in.go. lighted will, X-Ray reflectors in cenle.r Pedestal 



Lighting from Other than Ceiling Fixtures 



It is stated by the discriminating that the Curtis 
Portable Lamp described in this booklet, is the 
most novel and attractive lighting fixture ever 
devised. However, this is but one of the numer- 
ous applications of the X-Ray System of indirect 
illumination. 

While all indirect lighting gives the room the 
visual appearance of greater spaciousness because 
it is lighted from its highest point— the illumi- 
nated ceilmg-this "dryness" is further empha- 
sized if no lighting fixtures hang from the ceiling. 

With the proper selection of X-Ray Reflectors 
it is practical to illuminate the entire room without 
fixtures of any kind hung from 1 he ceiling. 

W hether the reflectors are hidden in'art lamps or 
urns placed on pianos, book-cases, mantels and 
pedestals or in projecting cornices near the ceiline 
is a matter of individual choice, for the lighting 
results will be equally exquisite. g 

Thus it will be seen that the development of the 
correctly designed lighting equipment bv the 



National X-Ray Reflector Company has occasioned 
two great changes in illuminating methods. 

First— Indirect illumination from bowl fixtures 
suspended from the ceiling known as the X-Ra^ 
Lighting System. These fixtures contain powerful 
X-Ray Reflectors. 

Second— Lighting of interiors from other tfian ceil- 
ing fixtures, made possible by utilizing these power- 
ful Reflectors designed on scientific principles for 
proper light reflection. 

, . *J ls be st to confer with our experts in planum; 
this form of illumination. The knowledge our engi- 
neers have gained in planning hundreds of instal- 
lations, is at your disposal at anv time without cost 
or obligation and you are invited to make free us. 
ot their experience. 

The most notable and attention-compelling 
lighting installations in the count rv have been 
planned by our Engineering Department. 

We are pleased to confer by mail or otherwise 

with anyone having difficult lighting problems to 

solve. 
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No. 2401 De*ig»— i oiii|mhh No. ST.Vi IK^u 

\-Rav IVilcHtal 



[)ium« t«-r !• 1 1 M 



I Iri^ltt 1 1 i in 



Cnltihut \i> of Type Size in 

No. * lAimps \\ aits 

2MI1J 1 KM) "or 130 

§2MHk I 200 



Prirr 

Eaih 

33.30 



OIHJMMH 

\-Ka> Liimimni"* IWI IV«l«-lul 

Dmm. t. r in m< -h** Hoight 7 4 m. In- 

Co/a/og /Vo. o/ Type Size in Price 

No. Lamps Watts harh 

§:i733K :J -'oo 32i.«« 
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No. JTM l>« -mil < «MII|MMl«r 

\\ ill I rn f«»r Imlir. « t I i-hiin. 



I atah*i \<> of Tyfpe in 

\o. * < ' / -j/m/^ Walls 
IThl/ 1 100 or 130 



Each 

H7jM 

IT. 
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HOLOEi 

POdCELAJ 
SOCKET 
METALy 
IE**EiTACLE 



FLEiiME CONOOfT 




OUT LIT SOX IN WAL'^ 



Ct055 SECTION OF WALL ftOX 
ON BEACKET5 2K0WJN<?E-65 
Xf AY LIGHTING EQUUMEKT 
i iOPEtLY INSTALLED. 
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No. 3781 Design— Co mponc 
Wall Urn for Indirect Lighting 

Extends 11 K inches Height 15 inches 

Calalofj No. of Type Size in Price 

No. "C" Lamps Watts tack 

+3781P 1 75 $37,00 

3781Z 1 100 or 150 37.00 
E-65 X-Ray Reflector Unit 

R195 1 75 $8.55 

8196 1 100 or 150 8.55 

Includes reflector, porcelain socket and 
metal receptacle as shown. 

8197 1 75 $8.53 

8198 1 100 or 150 8.55 

Includes reflector, holder, porcelain socket 
and 3 inch or 4 -inch standard outlet box cover 
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No. 2512 Dc^ifin— Vtooden 

Wall Urn for Indirect Lighting 
Wooden Box with Mitered Corners 

Length 14 inches Depth 12 inches 

Catalog No. of Type Size in Price 

No. "C" Lamps Wails Each 

t2511P 1 <o $36.50 

25HZ 1 1 ( W <>r 36 ,>0 

Length 24 inches Depth 

100 or 150 49.50 

Depth 12 inches 

7") $62.50 
100 or I 50 62.50 



|251 2P 2 
2512Z 2 

Length 36 inches 
f2513P 3 

2513Z 3 



14-inch box has one supporting brackH. 
Fixture shows how flowers, vines or draperies 
can be used for decorative effects. 



No. 1761 Design— Coinponc 
Wall Urn for Indirect Lighting 

Extends tttf ioches Heipht 15 inches 

Cataloif No. of Type Size in Price 

No. **C" Lonips Watts hack 

tl761P 1 75 *.T7.00 

1761 Z 1 100 or 150 37.00 







See page 44 for tinishes and explanation of Special mark (t) 
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■ r'"«,x '"" 1 * • ■ • 

« . - • l wy v No. 22(»i x „ 



No. 1439X 

Size of Back Plate— 5 x 10 inches 
Furnished in any Com pone Finish 

No. of No. of 

Lights Arms 

1 1 

2 2 

3 3 

Price upon application. Be sure and 
specify quantity needed. 

Bracket deigned to harmonize will. In- 
direct Fixtures shown on pages 45 and 49. 



No. 2201X 

Size of Back Plate— 6 x 8 inches 
Spread 13 inches Extends 7 inches 

Opal Glass Shades 
Furnished in any Compone Finish 
No. of No. Of 

^* A rms 

2 o 

Price 1Ipon app |j ra(i 1$ 
specify quantity needed. 

Bracket designed for use with Inrli. 
Fixtures shown on pagers " d,r ' 




Sure and 



ec t 



No. 1900X 

Size of Back Plate— 6*4 x 10 inches 
Height 20 inches Extends 12 inches 

Furnished in any Compone Finish 

No. of No. of 

Ligfda Arms 

| v- m J I 

Price upon application. He sure 
specify quantity needed. 

Bracket designed to harmonize with 
Aos. 4 >4 and 3S82 Indirect Fixtures shown on 
pa *re 



a 



...i 
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BANK DESK LIGHTING 



SECTION SIX 
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e only a few of the 
yed by our designing 



[BLANK PAGE] 







Albert Pretzinger, 1 
Edw. P. Musselman t / Arcn,lc <* ,s 

Dayton, Ohio 



CITY TRUST & SAVINGS BANK 

DAYTON, OHIO 
EXTERIOR VIEW OF CAGE 



Win. P. Hall Electric Co 
Electrical Contractors, 
Dayton. Ohio 




X-Ray Bank Desk Lighting 




GREAT many banks require lighting inside 
the cages in addition to the general illumina- 
tion received from the 



\ ei head lighting system. Forthis J 

urpose, the equipment described § 

1 this section has been developed m 

nd perfected in conjunction 1 

, ith prominent bank architects, g 

An individual X-Ray Reflect- 1 



1. 

2. 
3. 

4. 
5. 
6. 



•r is used over each lamp. The ^ 



- t 



m 8 



dgh efficiency of this reflector =-_ 
uakes possible the use of only jj faction. 



ITS GOOD POINTS 

Most light for least money. 

Uses standard lamps. 

X-Ray reflectors make light dis- 
tribution perfect. 

Permanently efficient. 
Easy to clean and maintain. 
Compact and neat. 
Simple to install. 

Designed by X-Ray engineers — 
built with X-Ray thoroughness 
gives X-Ray lighting satis- 



to 25 watts used in other equipment. The lamps 
and interior equipment are concealed by prism plate 

glass at the bottom of the hous- 
jj ing. This special glass diffuses 
H the light, distributing the rays 
H evenly on the desk below. It 
p absorbs less light and is more 
jj easily cleaned than ordinary 
|§ frosted glass. 

§§ Excellent lighting results are 
S produced in the most economical 
1 manner by using this highly 



0 or 15 watt lamps as compared iiiiiiim efficient equipment. 




Bottom view of four light section, glass panels removed 




Top view of section with cover removed showing wiring details 




View of section from below, one glass panel removed 
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Construction— Installation 




T 



Ornamental housinc ^■^iHE housing, which 

contains the re- 
flectors and other 
equipment^ made of heavy 
gauge steel having ornamen- 
tal moulding for facings, 
with plain top and back. 
The same design of mould- 
ing may also be furnished in 
heavy gauge bronze, A cross 
section of the housing is 
shown in Figure 3. 

The ends may be plain 
as shown by the heavy line 
or return as shown by the 
dotted line in Figure 2. 
the same moulding shown 
on the front and are especially desirable where the 
• rids are exposed to the public. Mitres are required 
when connecting two sections to form an angle- 
such as an or "T* section. 

Sections are made straight or curved to fit the 
cornice or bank grill and may be supplied for wickets 

iffiXi / Wiring r feox with opening 

for lead IN wires. .Porcelain socket^ sp ecial X-Ray Reflector 

B 



Fig. 1 

The return ends use 



The method of attaching this equipment inside 
the cage depends upon the type and design of 
cornice to which it is attached. It is necessary to 
determine this point for each particular installation. 

The exterior of the housing may be finished to 
closely imitate the finish on the cornice, either 
wood or metal. Mahogany, oak, walnut, black, 
green, sprayed bronze paint and other finishes to 
match samples can easily be applied. The interior 
is finished in aluminum bronze paint. 

All details of construction are carefully considered 
in the manufacture of this equipment, using the best 
of workmanship, materials and finishes. As is 
characteristic of all X-Ray Lighting, correct re- 
sults are obtained at the least expenditure for 
electric current. 

In ordering or requesting a quotation on this 
equipment, it is necessary to have plan of cages 
showing location at which it is required, also full 
size sectional drawing of cornice and cage partition. 
If plans are not available, state metal, length, style 
of end, number of mitres, number and radius of 
quarter circles, if any, and finish. 





Reflector holder 





5pocing-B^14^:tol8 



^Channel for wires 



lOor IS ujatt majda lamps 



Sliding gloss panelo 



TYPICAL END ARRANGEMENT * SECTION SHOWING PROPEEL SPACING OF UNITS 

Recommended for .standard To refamp or clean reflectory I if t u pg la si panel 

and slide over next piece py o panel 

Jc ale: 2%i-cr 




Bank Rai! installations. 



ALTERNATE E/*D AKBAA(7EME/*T 

Avoid this if possible by usinq an 
even numberof lights introug>> 



only, or continuous for front and sides if required. 

The spacing of the lamps is so determined as 
to eliminate a spotly appearance on the glass and 
will vary with the length of the section. In no case 
will the center of socket boxes be over 18 inches or 
less than U% inches. It is unnecessary to specify 
the spac ing of lamps as this is automatically done 
at the factory. 

The wires are carried in the metal channel at the 
top of the housing. These wires may be connected 
to the feed wires brought in either at the end back 
or top of the housing as required, depending upon 
the c onstruction of the cornice and location of feed 
w i re. 



Fig. 2 



/-frrriNo foe attaching flexible 

( CONDUIT CONTAINING LEAD IN VI/IEEi 

WldEJi. .WIRE CHANNEL j—COVER 



WniING 
BOX 



B 50* 



Standard Finishes 
For Steel. 

h iuish 
No. Description 

B 502 Mahogany-light 

B 503 Mahogany-medium 
B 504 Oak 

American Walnut 
B 506 Verdi Green 
B 507 Library Green 
B 508 Dull Black 

B 509 Brush Brass Bronze 
B 510 Gold Bronze 
B 511 Natural Bronze SECTION THRU. LIGHTING TCOUGK 

Fi e . 3 

Special finishes to match samples at slightly ad- 
ditional cost. 



SPECIAL 

X-BAY 
B.EFLECTO 

PORCELAIN 
50CKET 
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Design 2214X 

X-Ray Bookkeeper's Desk Fixture 




A fixture for lighting double or single desks to a strong, uniform intensity using small standard lamps 
ith X-Ray Reflectors. The lamps are placed as close as practical, depending upon the length ol section. 

The housing is made of steel, 3 inches high, 5^ inches wide and may be finished in mahogany oak sprayed 
ronze or any other paint finish. The housing may also be supplied in genuine bronze in natural limsh. 

In ordering or requesting a quotation state metal, finish, overall length in inches, exact distance between 
mters of supports. Prices on application. 



5 




Design 2215X 

X-Ray Lobby Check Desk Fixture 



^ ZnZZ "tin, quotation state finish, overal. .en^h in inches and distance hetween centers of 
supports. Prices on application. 
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Books About Lighting 

As originators and perfectors of modern methods in 
lighting, the research work of our Engineering Department 
and the rapid spread of concealed lighting methods makes 
necessary the publication of authoritative data in book 
form to guide architects, engineers and contractors in plan- 
ning and installing modern lighting and also to standardize 
methods. Many are gladly sent free, others are very elabo- 
rate and are published for certain classes of professional 
men. 



Books on Indirect Lighting 

Single Copies Free on Request 

How to Know and Have Good Lighting— (Serial No. 124.) Dedi- 
cated to all those who realize the need of good lighting. Contains 
impressive illustrations and convincing descriptions which make it 
the handsomest book ever published in the lighting field. 

Office and Bank Lighting— (Serial No. 134.) Illustrating the 
efficient lighting of the most modern interiors in these classe. and 
showing the system in use by the biggest business houses and 
banks in the world. 

Church Illumination— (Serial No. 155.) The scientific illumi- 
nation of the house of worship, and the influence of good lighting 
on attendance. 6 

The Logical Light for the Hospital— (Serial No. 133.) Common- 
sense talk on a vitally important subject. Copiouslv illustrated 
ml b pi< i ores of hospitals which have adopted the X-Rav Indirect 

Lighting System. 1 

S * !l *^Sl V£SSS l ^^ ia i^' /35 ) A. comprehensive booklet, 
m II illustrated, covering a hitherto neglected lighting subject. 

Hooks on Direct Lighting 

Sla "u^5!i?.'^" l ?° W n : fl l w f"-^« No. m.) The only 

h .tl.ont ;) tnc |„,ok published covering this important field of 
illumination— store windows. 

X-Ray Flood Lighting— (Serial No. 119.) For nrotertiw liirhtino- 

M r i< < also one ol the latest form, of beautifying or advertising 
work hT: m0miments ' etc., after dark-for 1^,1^ night 

Show-Caac Lighting — (Serial Na 19Q \ T ho \r d o 

cases m ^thant may have the sales benefit of well lighted 




